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California Fliers 


On Tenth Day Up 


Single-Motored 
Plane Passes the 


200-Hour Mark 


Pilots Show No Indication 


of Fatigue and Hold 


Steadily On. 


MEN VS. IviACHINERY 


Struggle 
Now 
Between 


Motor and Airmen As 


Flight Continues. 


CUI.VHR CITY, Cal., July I.— 
V-Kntering upon the tenth day 


their 
endurance 
flight 
pilots 


Wendell and Reinhart today took 
another 100 gallons supply of gaso- 
line aboard their sturdy biplane and 
continued their efforts 
to prove1 


that men can outlast machinery. 


Hot coffee and rolls were handed 


down to them during the re-fuel- 
ing contact which was accomplish- 
ed as smoothly and successfully as , 
in the early stages of the flight. 
' 


At 7:^!) this morning the airmen ; 


completed their ninth day 
in the i 


nil, and an hour later the world's; 
sustained flight record was boosted 
to 211 hours. 


The sturdy air-er/ift, powered by 


a single '22(1 h. p. motor, was 
in I 


perfect shape apparently, and the j 
fliers gave no indication of suF-i 
feting from fatigue or illness. 


American Fliers Being 


Entertained In Rome 


ROMK, July lI.--(/?V-Roger Q. 


Williamsand Capt. Lewis A. Yan- 
cey, rested from their long flight 
from Sanlander to Rome yester- 
day are today beginning a scries 
of social and official engagements 
honoring them upon the completion 
of their trip 
from Old Orchard, 


Me., to the Eternal City. 
Caraway In Fight 


On Jadwin Plan 


Caraway S.ays Valley Is 


Not Supplicant for 


Favors. 


Tokio Man Brings 
Courthouse Issue 


Into Open Again 


Roy Holt Hands Surprise 


To Kiwanis Club In 


Noon Address, 


NEED NEW BUILDING 


Receiver To Sell Music 


Company Property 


LITTLK ROCK, July I I . MV- 


(!rtuly Miller, receiver for the Hol- 
lenberg Music Company which op- 


stores at Little Poch, Hot 


and T'i'nc'wiuif was iiiitli-' 


by federal judge MartincnU 


today l,o .soil tho assets of the c/ini- 
pnny to Sidney Nutt, 
of 
Hot 


Springs, for $90,000. 


The stores were placed in the 


hands of u receiver .several months I 
ago 
after u suit, hud been fikxl I 


against the company hy a Kansas! 
City music house. 
j 


Abandon Efforts 


To Salvage Sub 


Admiralty Says No Use 


In Further Effort As 


Men Long Dead. 


LONDON, 
July 
1 1 . - - •(/!')—Tlu- 


admiralty has decided tri abandon 
of foils to salvage the sunken sub- 
marine, 11-17. 
The announcement 


supported by 
the 
statement 


that this doci'-.iim 
\vns 
reached 


lifter I'ully considering tho locution 
of the lost vessel and the difficul- 
ties in attempting to salvage the 
war-craft. 


The admiralty statement 
said 


the final derision was reached only 
in view of the fact that it was cer- 
tain the memhers of the crew trap- 
ped were dead, the belief being they 
died almost immediately after the 
vr-ssel went down. 


To salvage the craft, or even at- 


tenijit it, would lie wcllnigh impos- 
sible, it was pointed out, the work 
one in which the divers would be in 
groat and constant danger. 


MEMPHIS, 
July 
11. -~(/IV~ 


Three United States senators join- 
er! in an attack on the Jadwin flood 
control plan in addresses today be- 
fore the annual 
meeting 
of the 


Mississippi River 
Flood Control 


Association. 


Senator T. 11. Caraway, Arkan- 


sas, led the broadside against the 
bil with a demand for elimination 
of the "fuse plug" levee system and 
that owners of land used in flood 
control work bo Riven a just re- 
compense for their damage. 


Senators 
McKellar, 
Tennessee 


and Ransdell, Louisiana, followed 
with addresses 
supporting Cara- 


way, 
the addresses being heard 


by more than 150 delegates repre- 
senting every state 
in the lower 


Mississippi valley and many levee 
tributary districts. 


"The valley should 
not go to 


Washington as a supplicant for 
alms," 
Caraway 
declared. 
"It 


should go as one which has been | 
invaded by a national ncemy; not 
Ha one grateful for favori* graJil.Crl 
— for ^VashJngjLon ba.i gi;a'nJ.e<J I's 
no favors." 


After the addresses worn hoard 


the Association adjourned for lunch 
this afternoon to go into executive 
session to draw 
resolutions em- 


bodying the ideas of the delegates 
for prosentstion to Washington. 
.-«,._ 
__ 
I 


No Bridge To Span "Big 
Muddy" At New Orleans ! 


_r 
j 


WASHINGTON, July II.—(/!')--; 


Secretary 
Good announced today i 


that he had concurred in the dis- ' 
approval by Major General Jad-1 
win, 
chief of army engineers, o f , 


a plan to build a bridge across the 
Mississippi liver from New Orleans j 
to Grot mi. 
j 


'Untm Bowler' In 
Labrador — Ready 


Only Awaiting Favorable 


Weather for Next Leg 


of Flight. 


CHICA'GO, July ii.--(/h 
with 


liOO gallons of fuel in her tanks t h e j 
"l/ntin" Howler only awaited fav- j 
orable weather today to lake off 
from Port liurwell, Labrador, for; 
a dash across 
Hudson 
& 
Davis; 


straits to Mt. Kvans, Greenland,' 
the next scheduled stop. 
i 


The "Untin" Bowler 
is 
f l y i n g ] 


over the top of the 
world 
from j 


Chicago to Merlin, the flight spoil- ! 
sored by the Chicago Tribune, 
I 


North County Man Terms 


Present Structure 


Unfit. 


A political issue of many years 


ago—tin; location 
of Hcmpstcad 


county courthouse—came 
to life 


.' uddenly in a speech today noon be- 
fore Hope Kiwanis club. 


Frank Holt, postmaster and mer- 


chant of Tokio, in 
the 
extreme 


northern end of the county, intro- 
duced it, unexpectedly while deliv- 
ering an address under the aus- 
pices of the agricultural committee 
of the club. Recalling the special 
election of lOHi when Hope tried 
unsuccessfully to move the. court- 
house from Washington, Mr, Holt 
described the remarkable advance 
of Hempstead in good roads within 
the last decade, and went on to say: 


"I opposed tho 
courthouse 
re- 


moval at that time—but I now re- 
gard it as inevitable, and the right 
thing to do. 
Our present 
court- 


house1 is a disgrace to the county. 
We ought to build a new one, and 
it should be built at Hope, the most 
centrally located city in the coun- 
ty." 


Most of Mr. Holt's speech, 
of 


which the courthouse pronounce- 
ment was the high-light, was de- 
voted to the discussion of agricul- 
ture and the growth of business in 
Hempstead county within 
recent 


years. 


Others introduced to tho club by 


President John I1. Cox, and who ap- 
peared on the program were, Will 
Currigan, 
who spoke 
on 
"The 


.Southland," and Will Atkins, Hope 
attorney, who made a report on his 
recent trip to the Kiwanis Inter- 
national convention at Milwaukee. 


All-Day Singing To Be 
Held At Rosston Sunday 


Announcement is made that there 


will be an all-day singing at Ross- 
ton next Sunday and a hearty invi- 
tation is extended to the public gen- 
erally to enjoy the 
date. 
"Come 


early, bring your song-books and a 
lunch" is the invitation being sent 
out. 
St Louis Man Is 


Robbery Suspect 


Believed To Have Been 


Implicated In Three 


Bank Jobs. 


ST. LOUIS, July 11.—(/!>)— Al- 


fred A. Oliver, li-J, self-tyled "real 
estate man was identified last night 
as one of four robbers who killed 
four men and obtained more than 
,$liMU,(l(l<i in the Lamar, Col., bank 
robbery May i!!i, !I2K. 


Police today said he also par- 


ticipated in a robbery January 28 
of His Irvington State Hank at In- 
dianapolis in which $21,000 was ob- 
tained. 


Identification of the suspect in 


the Indianapolis robbery was made 
by a bank employee whose name 
was withheld by the police. 


Oliver waived issuance of requi- 


sition papers anil will leave today 
in custody of Colorado officers for 
Itenver. 


Scouts To Place 


Wreath On Grave 


A wreath for the grave of one 


of tho first American aviators to 
lose his life In the World War will 
be borne to England by Boy Scouts 
of the Bronxvillo, N. Y., who are to 
participate in the world Scout Jam. 
borcc. The wreath will be placed 
on the grave of Leonard Morangc, 
Jr., aviator, after whom the Bronx- 
villc Post of the American Legion 
is named. 
He met death 
in 
thOj 


crash of his plane during the earl- 
iest days of the war. 
The grave, 


which is at Southwick, England, is 
but one of the shrines which will 
be visited 
by the 
nearly 
1,500 


American Scouts who will partici- 
pate in the World Scout Jamboree 
at Birkenhead, England, from July 
81 to August 18. 


The Scouts of Bronxville will em- 


bark on the Cunardcr, "Samaria" 
on July 20 with nearly a hundred 
other Scouts from the metropol- 
itan area. 
Banks Distribute 


Small Bills Here 


New Currency Placed In 


Circulation By Three 


Local Banks. 


New-size bills, smalled and with 


greater folding resistance than the 
old currency, wore put into circu- 
lation in Hope yesterday and all 
banks did a heavy paying-out busi- 
ness, cashing checks and changing 
old money partly with the new bills 
and partly with the old. 


Transfers in the new money out- 


side tho banks were slow, however, 
because most of the recipients ob- 
tained the miniature bills to cxarii- 
inc them closely, and 
spent 
tho 


larger ones. Many depositors cash- 
ed small checks merely to gratify 
their curiosity. 


The throe Hope banks which arc 


members of the Federal Reserve 
system wore issuing the 
money. 


The old bills, as the new ones are 
placed in circulation, will be sent 
to the United States Treasury at 
Washington to be made 
into thj 


smaller size currency. 
The old 


bills will be cut in half, one half 
being sent one day, and the other 
the next, to prevent theft. 


Raising the denomination of tho 


new bills has been made practically 
impossible. 
One portrait, and no 


other, has been assigned to one de- 
nomination, contrary to the forni- 
dr custom of placing 
one 
pholo- 


(Continucd on page 8) 


Tank Car Ignites; 


Five Known Dead 


.Montgomery-Ward 
To Open Festival 
Day Is Announced 


Three Cars 
of 
Fixtures 


Arrived Today and Will 


Be Installed. 


WORK STARTS SOON 


Force of Workmen Plac- 


ing Fixtures Start Job 


Next Week. 


Coals From Engine Set 


Fire To Wrecked Tank 


Car Early Today. 


CORNING, N. Y., July 11.—(/P) 


—Five persons 
were 
burned to 


death and a sixth probably fatally 
injured when an eastbound Cleve- 
land-New York express 
on 
the 


Krie railway crashed into a tank 
car of a westbound frioght which 
had left, the track as tho 
trains 


were passing, 
The wreck oecurr" 


three miles cast of here early to- 
day. 


Coals from the passing locomo- 


tive ignited tho 
contents 
of the 


tank car and the flames spread rap- 
idly through the baggage, two mail 
and one pasengor coach which were 
derailed with the engine. 


The dead and injured wore trap- 


ped by the. swiftly moving flames 
in the cars. 
Many others eseapcil 


without serious injury. 


The first of the fixtures to be 


used in tho new store to be opened 
here by Montgomery-Ward arriv- 
ed this morning and are being un- 
loaded in the store preparitory to 
being placed when the force of men 
looking after that department of 
the. company's work arrive Mon- 
day. 


The three cars coining in today 


constitute but a small part of the 
total shipment of fixtures only, the 
slock being shipped in necessitat- 
ing more than twice as many cars 
as the fixtures. 


Carpenters and 
electricians in 


charge of the overhauling of the 
building have completed their con- 
Bracts, except for a few finishing 
touches which will not be put on 
u^til the fixtures are all in place. 


Formal opening fo the store to 


the public of southwest Arkansas 
is expected to be held on Tuesday 
August 8, date of Hope's fourth 
annual Melon Festival, when the 
big establishment will be open for 
inspection by the public. 
National Guard To 
Camp On August 4 


Adjutant General Issues 


Orders for Annual 


Mobilization. 


LITTLE ROCK, July 11. (XP)— 


Oilers for mobilization of Arkan- 
sas National 
Guard 
troops 
at 


Camp Pike for annual field train- 
ing August -1 to September 1 were 
issued by Adjutant General Com- 
pere today. 


The 206th Coast Guard Artillery 


was ordered to camp August 4-18; 
tho 2Kith Ambulance Company and 
the aifith Hospital Company and 
state staff and detachments, Aug- 
us 11-25; 153rd Infantry, August 
18-September 1. 


The camp will be under com- 


mand of Col. Robertson, of Mari- 
anna, August 4-18 and Col. McAll- 
ister, Conway, August ]8-Scptem- 
bor 1. 
Adjutant General 
Com- 


pere will attend the artillery camp 
and will be in training for the last 
week. 


Troop movements 
will be 
in 


evidence almost daily during Aug- 
ust, 
All National Guard members 


will be in training cither at Camp 
Pike or Little Rock airport 
on 


August 18, the number exceeding 
'2,200 officer and enlisted men. 


Trotsky Cannot Enter 


England Is Decision 


LONDON, July II.—(/P)~-In a 


statement, handed out today by tho 
Home Secretary, 
permission for 


Lron Trotsky, Russian agitator, to 
enter the Kingdom was denied. 


President Urges G. O. P. 


Leaders To Be Careful 


WASHINGTON, July 11 .--(/Pi— 


President Hoover today urged sen-' 
ate. republican lenders to apply the 
yardstick of "adequate protection" 
to pending tariff legislation. 
j 


Governor In Bitter 


Attack On 


Hempstead Boys 


Sign for Service 


Three Young Men To Do 
Turn With Uncle Sam's 


"Footback" Boys. 


Ervin, son of Mr. and Mrs. W. 


H. Reasons, of. Patmos; Clove, son 
of Mr. and Mrs. 
Allie Owens, of 


the same little city, and Daniel E., 
son of Mr. and Mrs. M. J. Fond- 
ren, of Pulton, all enlisted in Uncle 
Sam's army at Little-Rock'on July 
10 and left imediatcly for their 
first service. 


The three young men chose as 


their assignment the Third Infan- 
try, stationed at Fort 
Snelling, 


Minnesota. 
The Third by the way, 


is the. oldest regiment in the army, 
with a tradition of which its every 
member is proud. It was fromed 
in 1784 and since that date has had 
part in all the wars in which this 
country has engaged. 


Fort Snelling is one among the 


oldest army posts, having been es- 
tablished in 1810 at the junction 
of the Mississippi and Minnesota 
rivers. 


Held for Murder 


in Dry Raid 


Missouri Woman 


Guilty of Murder 


Faces Ten-Year Sentence 


Following Conviction 


By Jury. 


POPULAR BLUFF, Mo., 
July 


11. (/P)—'Bertha Addis, of Popular 
Bluff, today faced a prison term 
of ten years following her 
con- 


viction 'on a charge of murdering 
John Christ, a 
north 
Arkansas 


farmer. ' 
. 


Christ was shot and killed about 


four months ago at the home of 
the woman's brother, Elmer Addis, 
in East Popular Bluff. Evidence 
was submitted to show the woman 
shot and killed Crist after he had 
asked her to kill Lonnic Cruze, his 
enemy in the bootlegging 
busi- 


This picture shows Jeff Harris 


after a gun battle during a prohi- 
bition raid near Tecumseh, Okla., 
in which James Harris and Oscar 
Lowery, farmers, were killed. Jeff 
Harris accompanied W. W. Thom- 
ason and two other federal agents 
on the raid. He faces charges ni 
connection with the deaths of both 
of the farmers, 
one 
of 
whom 


claimed that Harris shot him after 
be had dropped his gun. 
Charges 


have been fi aagnidelstM 209neve 
have been filed against the federal 
ofiecrs in connection with the death 
of James Harris. 


Charges Fight On 
;:i 


Income Tax Law ; 
Retarding Work' 


In Conway Speech Parnell 
^ 


Flay» Those Opposing : 
• 


His Program. 
; ^ 


TERMS TAX DODGERS; 


But for Them W o r k 


Would Be Under Way , 
On State Institutions 


Missouri Pacific 


Employee Injured 


C. H. 
Burleson 
Suffers 


Crushed Foot In Acci- 


dent Here. 


C. H. Burleson, switchman em- 


ployed by the 
Missouri 
Pacific 


here, suffered a badly crushed foot 
as result of an accident in the lo- 
cal yards late yesterday. II« was 
given emergency treatment at a 
local hospital and sent to the com- 
pany hospital at Little Rock. 


The injury WHS suffered while 


Rurleson was attempting to make 
a coupling, it is said. 
When the 


cars went together the first time 
tho drawbars failed to catch and 
on the second attempt 
Rurleson 


placed his foot against one of tho 
bars to shove it into proper posi- 
tion for coupling and in same way 
the member was caught and crush- 
ed. 


Physicians here say the injury 


will prove painful for some lime 
but they do not think amputation 
will be necessary. 


DePriest Charges 
Proven Imaginary 


Tale 
of 
Terrorism 
In 


Alabama Town Shown 


Unfoundedi 


FLORENCE, ALA., July 11.— 


(A1)—The 
Florence 
Times-News 


Wednesday published a scries of 
interviews with pioneer residents 
of Lauderdalc county which it con- 
tends 
refutes 
charges 
recently 


made in Cleveland, 0., by Oscar De 
Priest, negro 
congressman from 


Chicago, that he witnessed the 
lynching of three negroes in Flor- 
ence shortly before the removal of 
his parents to Kansas, 


J. J. Mitchell, former 
probate 


judge of Lauderdalc county, said 
thru white robbers were 
lynched 


near Florence in 1872, six years 
before the date De Priest said his 
family removed to Kansas. C. H. 
Price, superintendent of the mu- 
nicipal sanitary 
department said 


only olio negro has been 
lynched 


in Laudourdalo county. 


Price identifited the victim as 


George Ware, who killed a white 
youth in a robbery. 
The date of 


the lynching was fixed by Price as 
the year after the De Priest family 
left Alabama. 


Mr. T. B. Ingram, daughter of 


a former owner of Congressman 
De Priest's mother, while she was 
a slave, said the DePriest family 
was well liked and denied they ever 
had been persecuted. She did not 
rei-ill the lynching of any negroes 
while the DePriest family resided 
here. 


CONWAY, Ark., July l 


Governor Parnell in an 
adHress f 


here today charged the Arkansas**-, 
Taxpayers Protective Association 
had blocked his program for im- 
mediate construction of building^ 
for the State Hospital for Nervous 
Diseases and the Arkansas Tuber- 
culosis Sanatarium, by filing pe- 
titions for a referendum on the 
Hall income tax act at the 1.930 
general election. 


Governor Parnell said to be^in 


immediate construction 
of 
the 


buildings, funds must be secured 
by borrowing, but that with a pe- 
tition for the referendum on the 
Hall act pending, it would be "ex^- 
tremely difficult to borrow on the 
indicated proceeds of the 
act." 


"If the 
Arkansas 
Taxpayers' 


Protective Association blocks the^ 
program; if we are unable to pro- 
vide better' treatment for 
those < 


pitiful patients because of opposi- 
tion, the 'taxdodgers' association 
alone is responsible 
and 
must 


answer- for "the-continued suffer-' 
ing of those' who lay lingering' oufT 
a death in life," Governor ParnelL 
said. 
•' 


;• Governor: Parnell defended the* 
-H«H:-iiroimt5-' tax ;aet<jas -a "fftrm- 
relief measure;,*' .in-that he said it* 
would help to 
reduce 
property 


taxes. ; 


"We have heard murh in recent 


years about farm relief, and have 
witnessed a 'flutter' in that direct? 
ion by President Hoover's special 
session of 
congress," 
Governor 


Parnell said. 
"The Hall net in- 


come tax law is a real farni relief 
measure, for it will reduce 
the 


farmer's taxes. Every cent raised 
under the provisions of this law, 
except that used to care for the in- 
sane, the tubercular and for the 
education of our children in tho 
rural sections, will go to • reduce 
taxes. 
Not only to reduce taxes 


on farms and livestock 
but 
on 


homes in cities and 
towns, 
on 


merchants , and on every kind of 
property. 
Unless hampered 
by 


the 'taxdogers' 
association, 
the 


first reduction will be made in the 
taxes you pay next year." 


Following 
his 
address 
here, 


Governor Parnell spoke at 
two 


other gatherings of Faulkner coun- 
ty 
oitisens 
communities 
near 


here. 


!• « «» 


University Student Hurt 


When Kicked By Mule 


FAYETTEVILLE, July 11.—(IP) 


—Robert Dellinger, junior student 
at the University and a brother 
of Dr. S. C. Dillinger, professor of 
zoology and state curator was in- 
jured when kicked in the face by 
a mule early today. He was ren-* 
dered unconscious. 
The extent of 


his injuries were not determined 
immediately. 


-® 


IE/TORY 
OF A 
GIRL 


CRO/E 


* 
CHAITKU I 


It is strung 1 (In; wiiy u little thiiin ran 


\vhol(! life. If Molly Hurnham hail not ruad that pot-m 'In1 
day she wa.s Kradtuilwl, everything would have been entire- 
ly different. 
he'd have married and settled down, most 


likoly. 


And it was swh V.» unimportant little poem, too. And 


merest chance that Molly saw it at all. It was on the woman's 
page of a morning newspaper. 
The wonder is that Molly 


had time even to "htnce at the headlines on that eventful day. 


There had been a breakfast at her sorority house in the 


morning. 
And what with one thing and another the hours 


were flying like mad. 
At 11 o'clock the seniors scrubbed 


down the steps of College HaJI and gave the Greek statues 
their traditional annual bath. Then there was the luncheon 
that Claudia Cabot gave for her bridesmaids. 


Claudia was getting married the next clay in College Chap- 


el, and Molly was to be maid of honor. Her dress was that 
lovely uew shade of green that looks like creme de menthe 


ELEANOR EARLY 


with i-ream drifling through it. It made Molly's eyes, which 
are gray sometimes and blue other times as green us anything. 
Molly loved green eyes. She was sure the Lorelei and all reul 
sirens had green eyes and auburn hair. 


Only Molly's h«ir isn't auburn, but brown, with streaks 


in il about the color of red fox, which may not sound alluring 
when you read about it but really is extraordinarily effec- 
tive. 
Especially with straight black eyebrows and eyes like 


Molly's. 


They say Molly got more prom bids that year than any- 


one else in college. She had stepped at Princeton and West 
1'oint, and had been to Dartmouth Winter Carnival. 
But, 


mostly, Molly had a yen for Harvard. 
That was because 


Wells was a Harvard man. 


Jack had been working a year but still was as poor as a 


church mouse. He was coming out that afternoon nto take 
Molly to the president's tea . . . Heavens, what a day! A 
sorority breakfast, a bridesmaid's luncheon—and now the 
president's tea. 


1929 "By flEA J^rvice kc. 


IOVE 
AMD 
A . 


CAREER 


Molly in a way pitied Claudia Cabot, getting married 


right on top of being graduated. It must be pretty nice, 
though, marrying money. Not that Claudia cared. She had 
enough of it herself. Wasn't it always like that?—the move 
you had the more you got . . . Now if Jack only had a rich 
father or something. Or if Molly were an heiress like 
Claudia Cabot. Oh, well . . . . 


•> 
* 
* 
* 


Molly glanced at her watch. She had an appointment 


at the Dean's office at two-thirty. 


She leaned toward the mirror. Wiped a bit of rouge from 


her lips, powdered her nose thoughtfully. What under the 
sun did the Dean want? 


On the way out she lingered in the lobby a moment. It 


was crowded with girls and reeked with the sweetness of 
Commencement offerings—flowers and perfumes. 
Molly 


felt a sudden pang. After all, college had been home to her 
for four years. She would miss it dreadfully. 


"Ask Mr. Wells, if he comes before 1 get back, to wait 


for me here," she told the maid, and wayed to a group that 
hailed her joyously. 


"Hey, Molly, wait a minute." 
"Can't, she told them. "The Dean—no less—is paging 


me." 


Sin- had a sort of lump in her throat. A silly thing. She 


was, at times, absurdly sentimental. 
Just seeing the girls 


like that, all together, made her think how lonely she was 
going to be when she couldn't see them any more. 


"Lay off my boy," she admonished them with her flash- 


ing smile. "He'll be here any minute." 


And off she ran, across the green and down the hill, to 


the administration office, where the. Dean's secretary told 
her she was expected and asked her to wait. 


So Molly sat at a window, watching the Commencement 


groups drift across the lawn. A lovely place, she thought, to 
switch trains. Twenty years ago girls DID wear trains at 
Commencement . . . Molly surveyed her knees and smiled, 


Continued on page 6 


XLVIII 


Sunday 
evening, 
the 


day of Curtis' almost fatal 
. Nan rose from a chair m 


front hall and faced Dr. Black 


had just come down stairs 
his usual eftrly-morning vis- 


* it t* the little patient. The mother 
v 
fattiest Were still with Curtis; 
"s 
'Nan's opportunity, tut 


was so choked with agita- 


titMhat,at fifftt the doctor could 
H6$'\rtMfeS3tattd what she was try- 
-_„ 'to 'say to him. 
' fffces* yes, child! The boy's go- 


vingMfr fce all right," Dr. Black ns- 
,lSteld her, taking the girl's with- 
' Mg hands and forcibly separating 
.ilefnv "You mustn't let yourself 
r^b like this, Nan, or you'll be my 
iiexi patient." 
;' ftl Said—" Nan grasped, struggl- 
jttjj.to release her hands, "that if 


going to get well then 


jl-can go — " 
1%-^-t'm not needed any more, and 
''"&»?'* Dr. Black 
interrupted 


, "with sharp astonishment. 
"Go 


-whete, child? Are you crazy?" 


' . "I1 believe I ami" Nan moaned. 


,"tt I'm not now, I will be, unless 
'I- |et away! I tell' you, I can't 
'stand it any longer, Dr. Black. 
>- '<go — .ybu're a quitter, Nan?" the 
bid1 doctor asked gently. 


> ! "Yes1, a quitter, if you want to 


eall foe that!" Nan agreed passion- 
ately. "I can't stand it any longer 


, '—the three of us, John, Iris and I, 
'-tinder the same roof. 
There 
are 


.some things too hard for human en- 
durance, Dr. Black—" 


> * '"Nan, why did you marry John 


Curtis Morgan?" the doctor inter- 
lupted gravely. 
,' 'lYou know! Because he and Cur- 
Vi\a needed me." Nan flung up her 
head and glared at 
her former 


champion. 
" "You didn't love him? "Dr. Black 
insisted gently. 


< "That's not fair! You know I 
loved him — love him now with all 
iny heart," Nan cried. "But I mar- 
lied him because he needed me — 
he and Curtis." 
i "And you're willing to quit now, 
because you believe you are no 
longer needed?" the doctor prod- 
ded. 


"They have 


1929 fr NBA 
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with the boy still ns sick as he is. 
But 1 give you my word, Nan that 
I'll send her back across the street 
as soon as Curtis is unquestionably 
otit of danger of a relapse . . • 
You've borne a great deal, child. 
Can't yott do this one thing more 
for the man you love?" 


Nan stared at him a long minute, 


her eyes tragic, beaten. Then, "I 
suppose 
she said dreadily. 


FRECKLES AND HIS FRIENDS 
VAL 
[VIES 


HOPE ST AH AMD DAILY 


Thursday, July 


By Bloss<» 


her!" Nan remind- 


ed him vehemently. "They both 
seem to want her — more than me 


( _ _,, 
« "Listen, Nan! I'm telling you, 
*in all! seriousness; that; tHey never 
needed you more . . . No, wait! 
Listen to me! Have you thought 
what would happen to John- Cur- 
•tis Morgan if you 
deserted him 


now? You would be leaving him 
at the mercy of every scandal- 
monger in the town. His fair repu- 
tation, _which no one has guarded 
would be ruined. Iris Morgan has 
more jealously than 
you have, 


not his wife. 
As it is, with you 


, here as a chaperon — " 
* * * 


. - A wild, hysterical laugh ripped 


but of Nail's throat. 
"That's— 


good!" she gasped. -"I'm needed as 
a sop to convention! My sole func- 
tions now are to be a servant to 
Iris Morgan and a chaperon — oh! 
Delicious irony!" And she laughed 
again— a dreadfuj sound. 
• "Stop it, Nan!" the doctor com- 
manded, almost roughly. "I know 
it's purgatory for you, child, but 
you've got to stick it until Curtis 
}s well enough for me to send that 
woman packing. I can't da it now, 


And so, for another week, she 


endured the thousand and one hu- 
miliations which Iris' cruel ingenu- 
ity contrived for her. Like a ser- 
vant, she waited upon the nurse, 
the child, and the woman who had 
taken possession of the home as if 
she were its legal mistress. During 
that week of waiting for release, 
which seemed like a year, Nan's 
only comfort was in the child. It 
was an exquisite joy to watch life 
and health slowly flowing back in- 
to his wasted little body, to see his 
black eyes widen and glow with 
Welcoming love when she paid her 
brief, surruptitious 
visits to the 


sick room. 


Every vestige of his temporary 


hostility to Her, engendered and 
cruelly fostered by his mother, had 
disappeared. He clung to 
Nan 


with weak, demanding little hands, 
which she sometimes had to re- 
move forcibly when Iris — her eyes 
blazing with jealousy — entered the 
room. 


By the time another Sunday ar- 


rived, the child was so definitely 
convalescent that Nan was sure her 
hour of release was almost upon 
her. Her heart heavy with the pain 
of parting, Nan watched for her op- 
portunity to pay what 
might be 


her last visit to little Curtis Mor- 
gan. 
It came at 4 o'clock that 


Sunday afternoon. 
Iris and John 


Morgan had been with him for a 
while after lunch, but were now in 
the drawing room together. 
The 


nurse tapped at Nan's bedroom 
door., 
•'" f; 


"Could you ''sit with Curtis a 


while, Mrs. Morgan? I really must 
get out for a breath of fresh air, 
and Dr. Black told me to trust no 
one but you with "giving him his 
medicine. It's ready on the bu- 
reau. He's to have two ounces of 
cereal at half-past 4, too." 


"I'll be very careful," Nan prom- 


ised. "Please don't hurry back. I 
want to be with him as . long as 
possible 
t\ -. 
• 


The nurse gave her a long, meas- 


uring glance, full .of sympathy and 
shrewd speculation. 
Nan turned 


sharply away, toward Curtis' door, 
for betraying tears were swelling 
into her eyes. 


'How do you feel, darling?" she 


asked Curtis, as she stopped to kiss 
his thin white cheek. 


"I- feel normal," the little boy 


told her, proud of his new word. 
"My pulse, is 
normal 
and 
my 


tempa-ture is normal. I guess I'm 
about the normalest boy they is." 


"I know what you are!" Nan 


cried, her voice breaking. "You're 
the most adorable boy 'they is,' and 
I love you to distraction." 


"What's 
distraction," 
he de- 


manded, interestedly. "I love you, 
too, Nan. 
I love you to distrac- 


tion. But 
what 
is 
distraction, 


Nan? 


JUST DISAPPEAR 


AIQ- 
GEE, 


MOM AMD 
DAD 
A90UT TMIS 


WAftftYS BAMB 


OO SOU TfWMK 
, TRY IT . ^ 


Curtis' impish nonsense when he gan whispered huskily, 
his 
lips 


against her tossed, short brown 
invaded the rom at 5 o'clock, fol- 
lowed by Iris and John Curtis Mor- 
gan. 


"Well, this looks something like!"j 


the doctor applauded. 


"He says he feels 'normal,' Doc- 


tor," Nan laghed, 
shakily. "I'll 


leave you with your patient now—" 


"No young lady, you stay rgiht 


here!" the doctor ordered briskly. 


hair. 
"Don't you know I don't 


want anyone but you?" 


After an interlude in which words 


had no place, Ntui lifted hur tear- 
wet face from his breast. "I don't 
think I'm such a blind little fool 
as you say," she insisted tremulous- 
ly, "that night—our night—I ask 
cd you how you would foci toward 


"Let's look into this 'normal' busi-1 Iris of you over saw her again, and 


As he hesitated, Iris finished 


his sentence for him: "Would tlo 
right by our Nell?" She laughed 
hysterically. Then, "Well, to tell 


NOTION OF FIRST MKKTING 


OF CKKIHTOKS 


In The District Court of Hit- United 


Arkansas, Tc.xarkana Division. In 


Bankruptcy. 


In the matter 
of 
Joseph 
J. 


Evans of Hope, in the County of 
Hempstend,' State 
and 
District 


aforesaid, a Bankrupt. 


ness. Hand me his chart, please 


Umml 
Splendid! no tem- 


perature for three 
days. 
Pulse 


strong and regular. 
Appetite 


good 
Well, welt! Look like 


you can't pull this invalid 
stuff 


much longer, young man!"> 


"Can I go back to schol?" Cur- 


tis asked 
eagerly 
'Can 
I, Dr. 


Black?" 


you said you didn't know.—•" 


"It was trying to be truthful" 


he answered soberly. 
"I really 


didn't know. But I soon found 
out, darling- I felt sorry tor her, 
a sort of pitying 
affection. 
No 


man can feel wholly indifferent 
to a woman who has been his 
wife for eight years. But I Knew 


, 
, that I loved you more than ever. 
"Pretty soon," the doctor evad-|The contrast was—illuminating. 


«W.I T.I." ».„ *,„.„„,, *„ f h n , B u t .[ wag deeply 
shocked_fQl. 


all of us—when Iris came back 
as she did, not knowing she was 
divorced- Then, when I wanted 
to talk it all out with you, you 
shut me out of your heart and 
your room—" 


"I thought you loved her," Nan 


told him. "I didn't want you to 
come to ma out of a sense of 
duty, with Iris in your heart—" 


ed. "VVel, 
he turned to thej 


wo*man who stood, with narrowed 
eyes and flaring nostrils, at the 
foot of the bed. You may go home 
this evening. No need — " 


"Home?" Iris shrilled. "This is 


my home! . . . Jack!" She turn- 
ed to her former husband, stretch- 
ing ot her beautiful hands. "You 
won't send me away from — from 
my baby, will you?" 


The man did not answer, but Nan 


saw that his eyelids and mouth! 
"Poor Iris! I don't know what 


quivered and tightened with pain, i is to become of her, but 
she 


"Answer me, Jack!" Iris insisted, j must not come between us again, 


her voice rising hysterically, as shej ' " 'Poor Iris!' " a mocking voice 
flung herself upon his breast. "Oh,; cried from the door which Mor- 
Jack! I love you so! You can\send i gan had left open. 
"If 
you're 


really interested. Jack head this! 
Read it and laugh at whta a fool 
I almost made of myself! Read 
\t\" she repeated, almost hys- 


me away now! I've paid so dear- 
ly—" 


As the man's arms lifted, slowly, 


Nan waited to see and hear no 
more. With a choked cry she ran | t.erical with" triumphant joy. 
from the room. 
i 
* * 
* 


In the sanctuary of her ownj 
Mol.gan's arm did not release 


room she stood for a moment, dash- N 
so shc was obllged to ad_ 


ing the tears-from her eyes 
Then, 
n(je 
j 
Wm toward fche 


resolutely, she ran to her little es-i 
critoire, seated herself, pressed her; 
fingers to her temples for a min-j 


man 


"It just came!" _Iris' excited 


went on, as she extender 


"Dear John-" she wrote. "I'm j an °Pened telegram 


going away. 
I suppose Iris will husband's unwilling hand. 
™The 
. 


have to go too, for a while, until j bey took it to my house across 
I can give you your legal freedom, j the streeit, and I wasn't there 
But Curtis is doing so well now 'Wasn't it lucky that one of the 
that the nurses and the servants neighbors saw him and sent him 
can take care of both of you. For- j over here with it? 
What a joke 


give me if I am causing you in- i on me if it had come too late. 


To the Creditors 


named Bankrupt: 


if the above 


you the truth Jack, I didn't eith- States for The Western District ol 
er or I should never have tried to '-' 
••-..,„,!,„.,., iiu-;,!,,,, in 


make you take me back! Well- 
thank heavens for that quixotic 
sense of honor of yours, 
Jack! 


You two ought to be very happy, 
you're both so damnably good! 
I've got to run now, and pack! 
If I hurry, I'll just have hime to! m^ 
make the eighteen 
for 
Los An- j ~ 


geleS-" 


When she had gone forever, 


y.eaving a 
ripple 
of 
excited 


laughter arid invisible wreaths of. 
perfume behind her, Nan turned j 
puzzled, incredulous eyes upon. 
her husband. 
I 


'•you—knew about Bert Craw-] 


ford and Iris?" 


"Yes," he agreed, without ex- 


planation. 
"Otherwise I should 


have waited much longer to get 
a divorce. 
Judge Haskell kn^w. 


too, but he agreed to my keeping 
the charge of—infidelity out of 
the divorce petition . . • But 
—let's try to forget it all now, 
and be happy. There's a veryj 
important subject to be consider-1 


Noliri' 


July HI, 
HiilO 
theabove 
named 


«\s duly adjudicated a bank- 


rupt and that the first meeting of 
the creditors will he hold at my 
office in the City of Texarkana on 
July 20, 
1!>2!>, at 
U) o'clock 
in 


the forenoon, lit which time the 
ssiiil creditors may attend, prove, 
their claims, appoint a trustee, e.x- 
ainine the bankrupt and transact 
Kiich other business as mar prnp- 


crlv eonie before .SUM! 


Bnnkrupl's claim fur 


will he investij-'ati'd »t 
(!><• same 


time and place. 


(JUSTAVUS ('.. I'OI'K, 


Keferee in Bankruptcy. 


Texnrkann, Ark. 


The old fellow who serenaded his 


Ki,-| with M Kiiiliir has » •;°" W M I ) 


BH.s quicker results v/itli nn irnlo 
horn. 
'- 


104 West Second Street 


ed—our 
belated 


Would you very 


honeymoon 


much 
mind, 


darling, if a certain little conva- 
lescent joined us?" 


THE END 


Bride Jailed in 


Death Mystery 


convenience, but I know you will j to late! Read that, 
be glad that I have taken this step. 
Please don't think I blame you—"• don't worry 
about 


again!" 


Jack, and 
'Poor Iris' 


Morgan held the telegram so 


She was so absorbed in.her let-!fcnat botn he alui Nim could read 


tor, and her hoart wa.s pound-! its message. it was a day letter; 
ing so furiously, that Nan did not|filed ,n Los Angeies: 
hear the opening of the door lead-! 
,(J t receivetl your ietters for- 


ing into the bathroom between her) 
h 
M1 
d 


and her husband's 
room. 
She," ... 
. , 
. 
,. ..,„ „,„„ T 


j heard nothing, had no intimation of i ternbly- Ashamed ol the, way I 


It was a happy hour, in spite of her husband's presence until his j treated you 
Please forgive me. 


the hard ache of pain in the girl's voice, directly behind and above her! Delighted to hear of youi di- 
heart. Dr. Black found them both head,'crashed through her intense; vorcc. Can you; join me here im- 
laughing joyously' over a bit of preoccupation with grief and re-; mediately?_Of course^ will be 


Take no chances ... 


Let du Pont scientists protect 
your home 


F 


OR Jastiog beauty and pro« 
Du Pont Prepared Paint i$ the 


lection, we recommend 
most beautiful house paint we | mercy: Do you want to be free- 


witbcnj ^matioo the paipt 
know, Yo« will agree! 
to marry Willis ToddT" 


Come in, look over the col 


nunciation: 
i married. 
Stopping at Biltmore. 


"What are you doing, Nan?" 
i Lining up new proposition. All 


She dropped her pen, turned in j my love. Bert." 


her ehair and raised tragic, star- 
Even then, Nan tried to spare 


tied brown eyes to his face. The her husband. When she realized 
fact that he was smiling faintly (that the telegram was from Bert 
seemed to her the most terrible of 1 Crawford, and that the'ugly snc- 
of all the dreadful things which had I ret from which she had protect- 
happened to her, 
| ed ^e man she loved must now 


"Writing to you," she managed | come to ilg]lt. >she tried to cover 


to answer. Then she seized her al- j up the signature, but John Cur- 
most finished letter, thrust it into I tis Morgan gently 
lifted 
her 


IT 
i -f 
f 
i 
«. 
! head, und held it 
against 
He read ,t at a glance; then, t o j h 
£ 
h 
fj lshed reading, 


her amazement, his long 
fingers) .... "„ 
.....^ 
T. 


tore it deliberately across, doubled! 


The bits fluttered into thTwasTe"-!a? he gave^back 
basket beside the little desk. 


"We mustn't have that—to re- 


mind us," he said huskily. 


"But—but—" Nan stammered, 


slowly rising from her chair. 


Her husband strecthed out his 


arms, then dropped them slowly. 
"There is just one question, Nan, 
before*I—throw myself 
on your 


his 


"May I congratulate you, Iris?" 


| "I hardly dared hope that Craw- 
' ford would—" 


Jv'/iM Memphis Bureau, 


Authorities- at Batesvillo, Ark., 
have arrested Mrs. Maurice. Os- 
])orne. 21, above, ami are seeking 
J. P. Barber, below, on first de- 
gree murder charges in connection 
with 
HIP 
shotgun 
slaying oC 


Maurice Osborne, 
23, 
wealthy 


young 
merchant of Cord, near 


Batesville. 
Officers rliarge Mrs, 


Osborne and Barber, a boyhood 
chum of Osborne and a former 
sweetheart of Mrs. Osborne, killed 
her husband. Barber disappeared 
the nl/jUt ot the murder. 


the paipt 


b»ilt PO » scientific basis— 
du Pont Prepared 
Paint* You know the 
4n Pont chemical or. 


by reputa» 


ufactured at every step 
under the strict cpn* 
trol of these scienfistSf 


ors, and let us give 
you an estimate, You 
will fiqd the cost sm> 
prisiogly low, 


Your house is wo<> 


thy of this modern 
care. Pon't put off 
paioting any longer. 


DU PONT PAINTS, VARNISHES 


ENAM113, DUCO 


Quffie Hardware Co, 


marry 
The question was so absurd, so j 


unexpected, that Nan 
stared a t j 


him blankly before she could gath-' 
er her wits to answer: "Willis 
Todd? Are you crazy, John? Or—j 
are you just trying to save my— i 
pride ? 
' 
] 


"Then—why were you going to 


leave me?" 


Anger at the 
man's 
stupidity 


flared in her brown 
eyes 
and 


clenched her small fists. "If you 
will make me say it—I'm leaving 
you because I love you so terribly 
I want you to have anything you 
want—even Iris!" she cried furious- 
1. 


His arms reached out again, and 


this time they did not drop; they 
closed about her rigid, angry little 
body so fircely that she gasped for 
breath. 
. <ijVj 


"Darling, blind little Nan!" Mor- 


ATTRACT1VE VALUES 


In Guaranteed High Grade 


USED CARS 


On display every day on our 


Used Car Lot 
« 


Corner Third and Walnut street. Small down 


payment and easy monthly installments. 


R, Hamni Motor Co, 


PHONE 
Hope, Ark. 
58 


Semi-Sheer 


- Pure Silk Hosiery 


For Women 


This silk to the top full-fash- 


ioned hose ij 
a 
f a v o r i t e 


w i t h smart 
w o m e n . 
C o m e s in 
modish col- 
ors, pair 
$1.49 


Half Hose 


For Children 


Plain colors wilh self cuffs 


and others with fancy tops for 
t h e 
v e r y 


tiny 
m i s s . 


Pair 


Dainty Undies 


O i Crepe de Chine 


A charming a.>- 


sortment of these 
d a i n t y 
mcnts . 
i t y I c s 
trimmed 
jones . . 
$2.98 


••X 


Glance over the outstanding values presented here. 
They are typical of the 


many other money-saving opportunities that await the thrifty shopper who 
accepts our invitation to visit our Store, 


Boys' Suits 


Of Four Pieces 
Tropical Suits 


For the Hottest Day 


They're cool, and 


j u h t as » m a r 11 
Tailored 
of 
fine 


gabardines, tropical 
w o r s t e d s a n d 
twists. The newer 
shades. 
$14.75 


A conservatively styled ox- 


lord of gu» metal calf. Its low 
price is another thing which 
makes it so popular with value- 
wise men. 


$3,98 


Swiss Yeddo 


Lightweight Straws 


A s m a r t 


hat for men 
•who 
w a n t 


real comfort 
i u a h a t . 
F a n c y or 
black band. 
1.98 


White Shirts 
Of Fine Broadcloth 


Good 
quality 


shirts, 
cut 
well j» 


and finely tailored. ,* 
Collars 
at- 


tached, nci'k- 
banil s t y l e 
o r 
w i t h 


separate col- 
lar. 
$1.98 


Smart suits of a 


c o a t , v e s t , KG! f 
knickers and a pair 
of lonf-ies. Tailored 
well of fashionable 
materials. 
$7.90 


Junior Middy 


Hats for Youngsters 
Cute hats of fine poplin 


in popular shades. Turned 
up brims are 
in contrasting 
culor. 


49c 


"True-Blue" 


Boys' Play Suits 


Comfortably cut 


a n d 
strongly- 


sewn. Sizes 2 to 
8. 
M a d e of 


s t u r d y 
w e l l - 


wearing fabric. 


79c 


"Pay-Day" 
Overalls for Boyi 


Union Made of 


h c a v y 2.20 blue 
denim. Cut full and 
strongly sewn. 


Size} 3 to 9 
98c 


Sh.es 10 to 17 
$1,10 


Work Shirts 


For Meni 


strongly 
They're 


scv;i»tif imliyii-liliie 
chambray with lull 


1 c n i; t h 
sleeves. 
.Ml 


sixes 14J/' to 
17. 
49c 
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MOM'N POP 
Sentiment 


Mrs. Sid Henry 
Telephone 321 


It Is not what you nifiiii to do n 


week ahead, 


It is n»l whnt >•»« knosv >'«u will 


Ijaln 


, When till annoyances hnve fled; 
jj*tt is'nt what you 
dreamed 
and 


*v 
planned — 


Such hopes 
lire 'nit 
n phantom 


band — 


The day's work counts. 
Thu day's work counts • 


It is'nl much, 


The Ruin of 
those few 
-painful 


hours; 


Hul l)i 
v I'oiUenl iT there i« shown 


Some products of those sacred pow- 


ers 


Which guide each mind, uphold each 


hum), 


Strive with the best lit your rom- 


nuuul — 


Thu day'ii work counts. 


Mrs. ]<. M. 1'aley returned last 


night from a visit with relatives in 
I.esvisville, 


Mrs. 
.i. ('. 1'Ynier nnd little son 


of Ran Antonio n rived yesterday 
for it visit, wtih her parents, Mr. 
uml Mt*. T. II. ('off. 


----- 1) ..... -- 


Misses 
.Joy 
Soininerville 
and 


Nell Ilud.^pctli i>f MonticeHo 


guests of Mr. ami Mrs. lln,"-h 


have been the guest of relatives in 
the city for the past two weeks left 
this morning for n visit hi Dallas 
nnd Waco, before returiiiiiR to their 
homes In Kl Capo, Tex. 


Raymond Robinson 
niul family 


who huve been guests of hi;i inoth- 
(•!', Mi's. .John Robinson, have re- 
turned to their 
hume 
in Waco, 


Texas. 
___ 0 ___ 


Mrs;. 1.), A. Jacks and Miss Loretie 


Afosc, of Marshall, Texas, ami Mrs. 
W. T. Ciildwell of Waskam, Texas, 
arived last night for a visit with 
Mr, and Mrs. S. S. Moses. 
- 0 - 


Mr. and Mrs. D. M. Mouscr nnd 


Mr and Mrs. Eel I Phillips, 
who 


Little Miss Geraldine Murphy en- 


tertained yesterday at u swimming 
nnd spend the duy party honoring 
Misses .Joy Sommervile and Mury. 
Nell Itudspelh of Montieello nnd 
Janet Vesey 
of St. 
Louis, 
Mo. 


(Juestp other 
Hum the 
honorees 


were, (Charlotte A (fee, Melvu l-.ee 
ttusKe.ll, Mury 
.Innel 
Jnbe, nnd, 


Mildred Drake. 
; 


___ 
Q ____ . 


Mrs. B. C. Acker, who has s])cn( 


the past week visiting with Mr. 
I'lid Mrs. W. \V. Ducket, has re- 
turned to her home in LiUle Kork. 
_____ i __ r 


Mr, and Mrs, Turn' McMath uml 


daughter; Margaret and -son Hilly 
who have been 
guests 
of 
their 


mother, Mrs. Alice Mi'Mutll for the 
past tfii days, have relumed to 
their home in Dallas. 


-- 
.0 
-- 


Mrs. K. . Baker and little daught- 


er Kathrine Ann who 
have been 


•guests of Mr. and Mrs. H. K. Now-j 
ton left yesterday for their home 
in Little Rock. 


\NUAT A aR0\NN MAH 


V4PfH NLOT OF 


1 UOQK A\ "ftUS OHE 


0<F V6UP, OLt> SWEETIE, 
/ 
BE 


owey 
LDSIMG AM 


YOU IN iTRACK SUfT 
^A 
OtT> FR\tNt> To 


"Gas" For Horses Turned Into 


Human Food Through Dairy Cows 


'[J-JLODA, Ohio. July 10--What 


was "gasoline" for the horse Is 
now KHKI lor the dairy cow. This 
.• nil? to the C.r.; that the hrose 
p Dulatlon ol Ui'j United States, 
V.as dropped 1'roir. IT? .i:M.i)00 head 


18000,000 
0,000.000. 


ir Mi 3 hay 


in 1920 o an es'uiviMt.'.'i 
'(;.'{)y, a dPcrc'i '•; 
of 


had 
fo/ 


A TALKING 


CROOK 
COMEDO 


With Laughs That Turns To 


Roars! 


—Also — 


COMEDY 
— 
ODDITY 


Cool and Comfortable 


about 35 Ums of timothy hay 
to furnish as much protein as one 
ton of alfalfa hay. On 
pounds of alfalfa hay produces 
105 pounds of milk; 100 pounds 
cf red clovov makes 
of milk, while 
100 


timothy hay 
makes 


Saenger Friday and Saturday 


The NVonder Child of 
"T1IR SIN(;iN(! FOOL" 


TALKS and S1NCJS 


DAVEY 
LEE 


ISSr 


Also Comedy and 
"STAGE JJANU 
The "Black Katz" 


Made for 
. 


Beautiful Women 
Beauties who tfiiard their com- 


plexions use 
MELLO-GLO 
Faee 


Powder .only. 
Famous for purity 


—its colorinR matter is approved 
by the Government. The skin nev- 
er looks pasty or flaky. It spreads 
more smoothly and 
produces 
a 


youthful bloom. Made hy a 'new 
French process, MELLO-GIX) Face 
Powder stays on longer. 
John P. 


Cox Urupf Co., (ii-o. W- Kobison 
Department Store. 


—Adv. 


See Us for SKAT COVERS and 


AWNINC.S for nil Cars 


P. A. LEWIS 


MOTOR COMPANY 


Phone 7-7-7 


"Complete Service" 


f NEW GRAND ' 
j 
T H E A T R E 
I 
| 
TODAY AND PR I DAY i 


"Give and Take"! 


5 
with 
I 


A 
CiKOKCK SIDNl'.V 
c 
I 
JEAN HKUSH01.T 
to 


A 
OEOKfJK LEWIS 
9 
1 
SHARON LYNN | 


c 
—-also— • 
1 


ft 
HOOD COMEDY 
" 
! 
and PATH K NEWS 
I 
Y 
t 
• 
• 
Don't miss this one! 
f. 
i 
i 
cAdmission 
10e and -T'el 


o — 
_ .- ®'' 


T O N I G H T 


—At— 


TENT THEATRE 


Sedgwick Players 


Presents 


"Three O'Clock In the 


Morning" 


Don't miss this one! 


Tlii.i .situation i 
man. but go -d fo/ 
tl'e 
dairy 


-{•Miner, 
and 
im'ciciunlly 
the 


1 (treat America.! libli 
' 
Thto revolutionary change in 


the 'agricultural situation was re- 
vealed today in an address de- 
livered here before the National 
liny Association by C. M. Long- 
chief of farm service 
for 
the 


Blue Valley Creamery Institute, 
Chicago. 


"Changes in the 
production 


and consumption of farm pro- 
ducts i^ the last 
twenty years 


have ht;d a profound influence on 
thchay business," Mr. Long told 
the 
hay 
convention 
delegtes. 


"The displacement of horses and 
mules by the automobile, truck 
and tractor, both In cities and on 
farms, was the first big factor 
In changing the 
hay situation. 


On farms alone there has been 
an annual loss of nearly 700.000 
head and the shrinkage Is con- 
tinuing at this rate. 
Surveys 


made In nineteen leading cities 
Indicate that the ciy horse pop- 
ultion declined 70 per cent from 
1910 to 1925 and has continued to 
decrease since then. Half a mil- 
lion horses lost their jobs in cities 
when the electric street cars oust- 


I ed the equine from service in 
that capacity. 


"The drop in the horse pcpu- 


latiou on farms tended to in- 


! creare the supply of timothy and 


i ether grass hays available for 
! sale in the cities, while the dc- 


i cline in horses on citv streets 


i brought a decided shrinkage in | = 
the demand. So this type of hay | § 
had to sell at low prices and its ; = 
production has been 
relatively | 5 


unprofitable for the number of 
, 5 


years- 
j = 


"The second great change in j = 


livestock 
production 
affecting| = 


von as distributors of hay has,= 
been the expansion in the dairy IE 
business. Demand for dairy pro- [ = 
ducts has been growing in two ; = 
dlmcntions, first through the in- | = 
creased number 
of consumers, ! = 


and second, through larger con- 


; cumptlon per capita-" 


I 
Mr- Lone; pointed out to 
the 


hay men Unit the farmers of the _ 
country 
were 
realizing 
more j = 


•every day the need for raising = 
: legume hays as distinct from Urn- j E 


', othy and other grass hays for in- 
' creased production of dairy pro- 


ducts. 
Alfalfa especially is the 


hay which the farmer finds is 
the most efficient in 
getting 


maximum results from his cows. 


In speaking of alfalfa crop is 


still produced west of the Missis- 
simn liver, while 
fully 
three - 


fifths of all the milk cows are 
located east of that dividing line. 
Since alfalfa is used more ex- 
tensively for cliry cows than for 
any other kind of livestock- this 


' difference is distribution means 
a continued heavy movement of 
alfalfa- 


"Taking the twtelve 
leading 


dairy states, we find that they 
have 12,7774,000 daily cows- Al- 
lowing twelve pounds of alfalfa 
per day for a minimum 
of 180 


: days, these cows would require 
13 800,000 tons of alfalfa annual- 
ly' But these states produced 
only 9,2,'JO.OOO tons, or much less 
than the milk, cows alone should 
huve had, with nothing allowed 
for the other classes of livestock. 
The average acre yield of alfalfa _ 
hay for the country as a whole . = 
is 2-79 tons as compared to 1-75 - 
tons for clover l>ay, 1-63 for mix- 
ed clover and timothy hay, and 
143 tons for straight timothy. 


, Alfalfa, therefore, outyields the 
other hay crops by more than a 
ton an acre-" 


Mr. Long then proceeded to 


explain the great nutritive \A\- 
iue of alfalfa Imy, especially for 
dairy cows. He said: 


' 
"The average acre yield, of al- 


falfa hay contain almost seven 


' times more protein and 
fifteen 


i times more lime than un acre 
of timothy. 
It would 
require 


JUST SILLY 


SENTIMENTAL \ I'M HOt 
C.6WG t£) CUOTTtfe UP 


WWt WTH 


FloCX 
Slfe, I 
EVERY LAST USELESS 


VWHEM WE 


in AHC> SOME 
to& 
av.6 . 


OUMCE DP SENtlMENt 


Heimes and overpowered. 


The poacher is a noted 


trapper in the Rocky 
region. 
He stands six feet tWff 
« 


inches in height and weighs 
180 pounds. 
Ranger HeimeS Is 


five feet six inches in heigh't 
weights 146 pounds, but he proves if] 
himself to be the better man. 


Seventy-four years married and*' 


never a quarrel, is the boast of 


enough, neither is deaf and 


ows 


ly hay 
as one 
jndrecl 
oduces 
sounds 
pounds 
nds of 
1,V 
30 


•s that 


alfalfa hay makes dairy 
cows 


pay. 
Every lime a hay 
dealer 


sells alfalf.i hay. in place of tim- 
othy, he does the dairy farmer 
a favor by helping the farmer 
make more money, 
make more money." 


II. S. FOREST RANGERS 


"(JET TFIEIR MEN" 


GLACIER PARK, Mont., 
July 


11. — United 
States 
Rangers 
inL 


national narks "irel their men" like 


the famous mounted police organ- 
ization just across the Canadian 
boundary. This was demonstrated 
by a recent event in Glacier Na- 
tional Park, according to official 
report made by Supt. Eakin. 


Ranger Joe Heimes while pa- 


trolling the Belly 
River country 


discovered evidences of a poach- 
er's work. He followed the poach- 
er's tracks to his camp and placed 
him under arrest. It was gl-tting 
dark and believing it unwise to 
attempt to take his prisoner thru 


the forest until 
the night nt ti 
morning the p 
accompany Ran 
two men fought 
in the wilds of t 
tied his man hs 
bootlaces from 
ranger intended 
and pack the p 
bag of potatoe 
however, promts 
if untied, and £ 
Twice he broke 


a start was made..; 


JIIIIIILIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIMIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII illllllllllllMIIIIIIIIIIIIIIIIIIIIMIIIIIMIIIIMIIIIIIIIIIIHIIMIIIIIMIlllllllllltlltlllUlliHllllliiHIinm^UU^ 


"Where Price and Quality Meet" 


Friday and Saturday 


The tyle-wise and thrifty will immediately recognize these splen- 
did values. Our spendid buying connections makes possible these 
easy-to-pay prices. 
Here are a few bargains. 


| A BARGAIN! 
= A new lot, in the 
turn- 
| 
down shapes. In tan and 


= green tones, and in natur- 
1 
al. A real $2.50 value for 


= 
only— 


$1.49 


WASH PANTS 
A new lot of 
Pepperell 


checked pants — just the 
thing for this hot weather. 
In every size. Nothing 
better at— 


$1.49 


SHIRTS 


Made of genuine Fade- 
Proof Golden chambray; 
two button-down pockets, 
cut full — the greatest val- 
*ue ever offered at — 


49c 


COOL WORK 
CLOTHES 
In your choice of colors. 
Sweat-proof —sun-proof, 
cool and light weight. Not 
just "work clothes"—but 
the very best. 
Not offer- 


ed at a price, but they are 
real values. 
SHIRTS $2.25 
PANTS $2.50 


OVERALLS - JUMPERS 
Made of genuine 2:20 in- 
digo blue denim—union 
made. Made by the mak- 
ers of Finck Detroit Spec- 
ial overalls. 
Each 


$1.29 


LADIES' HATS 
REDUCED 
One lot of this season's 
accumulation. F o r m e r 
values up to $5.00. Spec- 
ial— 


98c 


All Shoes 10 % Off 


This special discount has pleased so 
many people that we have decided to. 
repeat the offer again these two days. 


This means your absolute choice 
of any pair of shoes in the store 
at ten per cent off 
the regular 


price. 


Walk-Over, Enna-Jettick, and 
many 


other brands, for men, women 
and 


children. 


T e Talk of The Town 


These Artcraft 
shirts 
are 


the talk of the town. This 
is the third solid case ship- 
ment we have received in>: 
the past three months. This 
is a standard brand, made 
of fade-proof 
broadclotht 


of a beautiful weave. Every 
o n e guaranteed 
perfect 


workmanship, a n d fade 
proof. 
$2.00 value at— 


Three for only $4.50 


Summer Undies-Special 


Fashioned of 
super-rayon 


Jersey—many are lace-trim- 
med.' 
Step-ins, 
Shadow 


skirts and the newest styles 
in the extra short summer 
bloomers. 
Extra 
special, 


too, at— 


98c 


Hand Made Gowns 
A new shipment, just in. 
Hand emboridered—in all 
the pastel shades. 
Special 


98c 


Full Fashioned Hose 


These 
hose 
were 


made on the most 
modern 
full-fash- 


ioning 
hose 
ma- 


chine. 
Special— 
98c 


GORDQN CLOCK 
STOCKINGS 
Still a few more of 
this $2.50 
quality 


embroidered clock 
hose, in g o o d 


$1.49 


Super Rayon Hose 
This is not 
the 


shiney Rayon, but 
the brand 
n e w 


delusterized finish 
hose — extra long 
boot and solid ma- 
terial to the top, 


44c 


All of 
these 
nose 


are in the 
newest 


Aimmer shades 


BATH TOWELS 


Full 
22x44 
inch, 


extra heavy a n d 
absorbent b a t h 
towels, with color- 
ed borders. 
Extra, 


special 
these for 


Friday and Satur- 
day 


19c 


FLAT CREPE 


Here's a new ship" 
ment that we have 
j u s t 
purchased 


from the mills. 
A 


quality you would 
pay $1.25 per yard 
for.- New summer 
shades. 


98c 


SEA ISLAND 
POMESTIC 


An extra heavy, starchless and full 36 inches wide domestic, 
at the very special price (these two days) per 
yard only 
__ 
— 
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81 STAK PUfctlStHNG COMPAN* 
21? South Main Street 
Hope, Arkansas 


C. E. PALMER, President 


ALEX, ft. WASttHURN. Editor mid Publisher 


bl The Associated Vress. 
The Associated Press Is ex* 
f*t,ltled to the use for republlcatlon of all news dispatches 
to it or not otherwise credited in this paper and also the 


<>eai news ptiblshed herein. All rights of reproduction of special 
»st>«*t.ehes herein are also reserved. 


>(,t .tewspaper is an Institution developed by modern clvlll- 


•vi'uni'to present the news of the day, to foster commerce 
, -t undttstry, thru widely circulated advertisements, and to 


t tush that check upon government which no constitution 
nas ever been able to provide."— Col. MeCormlck. 


SUBSCRIPTION RATES 


(Payable In Advance) 


city carrier, 0er month — 
>—--}' 
' « 
months 
- 
-4 
2.75 


ea* 
- 
5-°° 


By Mail, One Year 
> 
— 3'00 


Wonder if if s as Ticklish as it Looks? 


Entered as second-class matter at the postoffice at Hope, Ark- 
ansas, under the Act of March 3. 1879. 


The Star's Platform 


City 


Apply the revenues of the municipal power plant to develop 


UIP. industrial and social resources of Hope. 


More city pavement in 1929, and improved sanitary conditions 


la the alleys and business back-ynrds. 


Support the Chamber of Commerce. 


County 


A county highway program providing for the construction 


of a minimum amount of all-weather road each year, to grad- 


• ually reduce the dirt road mileage. 


Political and economic support for every scientific agricul- 


tural program which offers practical benefits to Ilempstcad coun- 
ty's greatest industry. 


Encourage farmer organizations, b'elieving that co-opcrativr 


effort is as practical in the country as it is in town. 


State 


Continued progress on the state highway program. 
Fearless tax reform, and a more efficient government through 


EhV.hudget system of expenditures. 


Krue "Arkansas from the cattle tick. 


—»—*-»—»- 


News of 


Other Days 


From the flips of The Star) 


The Third Industrial Tour 


PARTY of one hundred or more will leave Camden 


21 for a ten-day tour of North Central and Can- 


Combining a delightful.vacation trip with 


WASHINGTON 
~LETTER 
BY RODNEY DUTCHER. 


WASHINGTON — Anyone who 


keeps an eye on the news out of 
Washington must be realizing that 
we are living in an age of propa- 
ganda and that there is worse and 
moi'e of it from week to week. 


President Herbert Hoover, how- 
i. 
t wUl-,— 
. 
- 
- 
— 
^ 
7 i L 
* 
J A. 
J J U 
i «*iuugctnci apjji \j w \JL i^—«v »*» ».-•-«. 
; community business, the tour should be attended by manyjas the federai government is con- 
-' 
: from Hope and Hempstead county. 
(cerned. 


< ' • 
This is the third industrial excursion to be operated by 
Within the last few days he has 


v the Camden Chamber of Commerce, and the editor of The knocked out two very extensive 
" -Star can personally testify that industrial tours as they are i propaganda plans. 
One of them 


- ruh at Camden are a serious and honest attempt t com- j J£ ^"^ly^wMd^ternjJ, °but 
: munity eduction. We ^^ a member of the first tour, to 
i i r o n 
be 
tHe Carolinas in 1926, and no harder or more interesting eight | ering blight> and this second pian 
days ever was spent on the road by a body of business men is weak anci paniti r,ght now. 
traveling u"dcr the name of an "excursion. 
The government, of course, 
has 


Yet the effects of that first tour are still felt in South j been propagandizing for some time 


in one way or another, with the 
War and Navy Departments 
lay- 


ing down the heaviest 
barrages; 


but the recent announcement that 
the Prohibition Bureau was going 
to spread propaganda in favor of 
prohibition in the public schools 
goes beyond them all. 


A Widespread Program 


Mr. Hoover lost very little time 


in coming down on this scheme 
with both feet. He put the clamps 


Arkansas, and half a dozen, industrial units of varying size 
are in actual operation in this section as the result of it. In 
the disagreement over tax policies in the last legislature the 
Strongest opposition to the new income tax law was raised 


* by men who honestly felt that in the preceding industrial 
tours they had discovered something valuable which might 
be'forbidden to Arkansas if we enacted the new measure. 
,We aren't discussing taxation—the point we want to make is 
that anything which contributes to the economic or political 
issues of the day, is of supreme value. Arkansas may never ^_ ^^ ^^ 
become an important industrial state, but we have done our oV7t7o"effecitively t'hatv'cven""thc 
part if we have investigated this state's resources and put' pamphlets that were drawn up to 
them on trial. 
aid in the good work are not to 
;'. Other Arkansas excursions have been run North and [ see the light of day. But, even 
Bast in the past, but we doubt if any of them devoted as much ' though dead, the plan is worth ex- 
time to. methodical study of plants and operations in the 'n-j^lnlnf' t 
just 
f 
as 
th 
an 'ToTanda 


flustrial study of plants and operations in the industrial sec-; m°ch 
ej*e°ry th°at cou^d ^ndefTei- 


tors, as the tours that have been run from Camdpn, There is j tajn conditionS| be put to work by 
Ho purpose in taking a body of people the breadth of the con- urfcle Sam. 
•*' 


tjnent simply to make a holiday, and on this year's tour the 
The Prohibition Bureau's cduca- 


traveler will probably once more discover that his greatest t tional campaign in the schools was 
pleasure lies in learning something about the country through; by no means to have been limited^ 
which his jorney runs. 
' 


to preaching the virtue of law ob- 
servance »nd 
law 
enforcement. 


The bureau went so far as to out- 
line methods by which to inject 
the propaganda into 
classes 
in 


arithmetic, English, history, draw- 
ing, current events and 
various 


other subjects, and all of this prop- 
aganda was designed to prove that 
prohibition was correct in theory 
and successful in operation. 


Good or bad, this was certainly 


a drastic step for the 
govern- 


ment. 
Nothing like* it hud ever 


been proposed befoi'e. 
The navy 


and war departments have persist- 
ently tried to convince the public 
what fine things armies, navies 
and preparedness arc, 
but 
at- 


tempting to prove to school chil- 
dren the wisdom of one specific 
law is, for the federal 
govern- 


ment, something new. 


Had No Authority 


There is, of course, no federal 


law under which the federal gov- 
ernment could have made courses 
in prohibition compulsory. School 
children in most places arc taught 
the desirability of law observance 
and some states provide for teach- 
ing them the evils of alcohol; but 
no state law to date lias provided 
that the young idea shall be im- 
pressed with the goodness or (.he 
badness of any given statute. 


However, the scheme is thor- 


oughly dead—killed by half a doz- 
en words from the White House. 


The other proposition was less 


formal and direct. It consisted of 
an appeal from. the National Re- 
public magazine for funds to com- 
bat "radicalism" and support the 
policies of President Hoover. This 
seemed to be something new, too. 


' 48 


From the crowds that 
gather, 


one would think there must ho a 
law against watching a dog fight. 


DAVKY'LKK, JUVKNIU-;. 


SINGS IN "SONNY JWY" 


Manager Eaves of the Sitenger 


Theatre announces Friday as th<' 
opening'date for "Sonny liny," pic- 
ture, ivntl tho first starring vehicle 
.for four-year-old Davey l.oc, who 
won this early honor through his ! 
marvelous performance 
of 
Jolson in 
"The 


support 
Singing 


Fool." 


Davey's part in "Sonny Hoy" has 


nothing of the tragic character of 
the role he had in the Jolson play, 
lie is shown as the child of tempo- 
rarily battling parents, 
and 
to 


keep the child's father from tak- 
ing Sonny Boy with 
him, his 


mother plans with her sister to 
kidnap him. It is by his winsome 
and ingenious doing.? that things 
are finally straightened out. 


Davcy Lee is supported by Kd- 


ward Everett Morton, Betty Bron- 
son, Gertrude Olmstcd, .John 
T. 


Murray, Edmund 
Brcese, 
Lucy 


Beaumont and Jed Prouty. 
The 


story was written by Leon Xuardo. 
C. Graham Baker did the scenario. 
Archie L- .Mayo directed. 


The inimitable charm of 
Davey 


Lee is not to be explained, it is as 
inexplicable as genius always is, 
but there are 
H thousand 
little, 


odd, 
•whimsical, elfin, 
unstudied 


ways he has, of waving his tiny 
hands, rolling his big tyes, and 
getting his diminutive body into j 
unexpected shapes, that set audi- 
ences into peals of laughter—the , 
mellow, • heart-warming 
laughter 1 


that comes from the heart. 


ONK KOUQl'UT FOR THK 


CONCESSIONAL HKCORI) 


Whatever else may be said of the 


Congressional Record, it is gen- 
erally quite free from typograph- 
ical errors. 
But a proof 
reader 


mado it nli|i a few days ago, as a 
result of which a memgcr was quot- 
ed as protesting against "the high 
i-ost, of loving. 


»-«.-»- » » » -«••-» »-*-»--»-« 


25 Y K A H S AGO 


> 
Mr. ami Mrs. .!. .1. Ward mid 


little son. r'inicy, b'fl 
Thursday 


for a month's; visit lo rein lives in 
Soarcy. 
! 
SPRING IIII.I. NKWR 


I 
Stnrllinvr Moses ami N'plsp Gar- 


, ncr loft Tiiowdny 
f«»r th'.' 
Indian 


Territory on ;\ prospect/mi; 
ti'ip, 


ilmt wo think (hoy will find Spring 


! Hill hard to bent. 


I 
Mr. 
Ed 
Collins is 
wearing 
a 


! broad sniilo, in honor nf a new 


i girl at his house. 


i 
Charley Hi'i-voy, Jr.. was in our 


' t o w n early this week, on th" way 
to the Red Hiver. 


TKN Y K A U S AGO 


Miss .Innio HuwthoiiK' Has i' 
<%- 


turned from u two weeks vis^it to 
Tcxarkumi and Mcna. 


Mrs. F. Ij. McPonald lias been 


visiting her daughter, Mrs. 
Will 


A gee. 


J. V. Totlfnni, of Little Rock, 


was the guest. Sunday in the home 
(if Mr. and Mrs. I). R Thompson. 


Mrs. A. K. f'urler and daughter, 


i Mis.s Thelmn, have returned from 
• a week's visit to Hot Springs. 


Mr. and 
Mrs. .1. I!. Slime and 


daughter, Miss Maxie, motored to 
Texarkana for a week-end 
visit 


with friends. 


Miss I.aurine and Marie Lewis 


spent tho week-end 
w i t h Misses 


Irene and Evelyn Bailey at Wash- 
ington. 


Miss Louise Wolff 
visited 
in 


Washington the p;ist. 
week, 
the 


guosl of Misses Marguerite and 
Jewell Smith. 


Misses Ludie and 
Leila Moses 


have as guests .Miss Reha Allen of 
Marshall. Texas;, and Miss Flora 
Stoke:;, nf 
Huckner. 


Mr. anil Mrs. (1. .1. Mohley and 


Mr. and Mrs. Kussell Mobley mo- 
tored over from Texarkana for a 
short visit, to friends. 


Miss Kdith GodJ;old. of Idabel. 


Okla., is licre fur a visit, in Hit; 
home of her brother, Mr. llan God- 
bold, on South Pine street. 


Miss Marguerite 
llankins, of 


Warren, who has been visiting in 
(he home of her brother, Mr. liiirn- 
est Hankins, has; returned to her 
home. 


Mr. K. K. L. Harris, of Little 


Rock, is hero for n short visit to 
Mr. and Mrs. K. .M. 
I'atterson. 


Mrs. 
Harris ami little >-.on will ar- 


rive in a few days. 


Misses Mary and Louise Rmildin 


who are spending (lie summer in 
Washing/on, have 
just 
returned 


from a visit lo Ilieir brother, .Mr. 
Jim Bouldin, of Mineral Springs. 


Misses PonrI and Ruby Conwny 


have returned home aflfr « visit 
to Hot Springs with Ihcir fMher, 
J S. Comvay, who hns been ill nt 
n' sanitarium there 
for 
several 


weeks. 
«•*• *• 


TIUAL niVOKCK B/THKR 


F.ULUUtt OK SUCCESS 


One of the first trial dvim-es »n 


record hns proven to bo either « 
failure or a success, iu'cordih«; lo 
how one looks nt it. Mr. and Mrs. 
Carl Williams of ChicBRo were the 
prinritmls in the experiment, and 
after being separated six month* 
were remarried by tho judge who 
divorced them. 


SINOS TO PHOVB TO 


COURT COP WAS "AI.L WET" 


Arrnii\K«d on n chm go of driving 


while intoxicated, Captain Gordon 
Crickmny of London took 11 novel 
means of proving to the judge thai 
the policeman who arrested him 
was "all wet," by 
sinking _l"is 


fragment nf M>MJ? without a hitch: 


When my father lathers 
He lnthers rather I'm,-; 


1 would rather lather fulhcr 
' Thnn fivVhev luthor me. 


When one gets IIH leg pulled it 


is natural l» make a lame excuse. 


Kindness of 


wnys extend u 
v 


book. 


hi-iiil doPHIl't 
nl- 


fnr an tho pocket*' 


Today's Crossword Puzzle 


Solution of Y««t«rdsy'« Puzzle 
ji! 


1. Pnrt of a 


r)i n rcli 


S, Orciil ffr 
8. Kxprrmlon of 


sorrow 


12. \Vrnr Into 


sit mis 


1,1. "l.n clprnlor— " 
11, Civil Injnrr 
In. llfnvy mlsl 
IB. Ilinnil 
18. Vro«pn irntfr 
II). Kpnrh 
20. llnitnil, thick 


nnil rlnmsj 


21. Pronoun 
2i. tnslile 
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OUTOURWAV 
By Williams 


Bad Boys Not So Bad 


T IKE all other cities, Detroit has had its bad boy problem. 
Li From the juvenile court records it appeared that in 192o 
one* out of every eight boys from 17 to 19 years of age had 
been arrested. Detroit led all the big cities in juvenile de- 
linquency. 


Then a number of citizens took notice of the situation 


and organized the Boys' Club of Detroit. A four-story build- 
ing was fitted,up with lockers, showers, games, workshops 
and the like, and the boys were nvited to make themselves at 
home. The membership now numbers nearly 4,000, with dues 
of 25 cents a year. 


These boys are drawn from the class which formerly 


roamed the areets, engaged in all sorts of deviltry. 
Now 


they spend much time in their club, playing games or build- 
ing radios, airplane models, toys and many useful articles. A 
speciality is making toys for crippled children, craftsman- 
ahip going hand in hand with social education. 


Members of the club .seldom come before the juvenile 


court any more. With suitable; outlets for thoir energies they 
(}Q not find it necessary to engage in anti-social actiyiti/f. 


- Gfeat good has been accomplished through the initiative of 
a group of forward-looking citizens who did not believe that 
the "bad" boy was as bad as he seemed to be. And results 


proved that they were right. 


The habit of spreading evil gossip is reported to have 


been, started by the monkeys in early settlement of thei 
jungles of Africa. It seems monkeys were afraid of lions and j 
tgjers, and to retaliate for threats of violence they would flee j 
|p the limbs of trees, and while swinging by their tails, theyj 
would exchange ugly and 
damaging stories 
about their!' 


rstjperiors. 


The first United States postage stamp bore the portrait 


Benjamin Franklin; the first one issued in England that 


Victoria.. 


VNI4 A f\ MOO ! 


R\Grr-\T OUT 
DOWNJ ."TOO 
O/Vf 
ME "TOE OUT" 


AH 


nee. y. 9. MT. or t. 
IN 


D 


O YOU know that feeling of nervous uncertainty when 
turning some corners at a fast clip? Will they skid or 


will they hold?-— You're thinking of your old worn tires ..... • 
and you realize they're getting too thin an tf smooth for safety. ~ 


What if the thing you fear, actually happens? 
Would you have it happen for the price of a new set of 


Firestone Gum-Dipped Tires— the safest, toughest and long- 
est wearing tires in the world? 


Drop in today and let 


us look 'em over. We will 
figure out something de- 
cidedly to your advantage. 


Standard Ga>i 
and Motor Oil 
rircstone and 


C'orilunvy Tires 


Sgfe: * 
^ 


,25 


:()!.) lloavy Duly Ki^hl Ply 
t("^ 
525,55 


Hope Auto Co. 


Authorized Ford Dealers 


^ ? ->, 
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On Shoes For The Whole Family 


A smashing, price slashing sale of shoes for every member of the family. 
Prices are hammered down, down, down, until custo- 


mers will virtually carry away the bargains in shoes. They are s uper vaues, but we must reduce our stock. Out they go, regard- 
less of cost or value. Prices have been reduced so low that thrifty shoppers will hurry to this sale. 


July Twelfth 


* 


Mens $5 Dress Oxfords 


Black or brown oxfords, in good lasts, and of 
fine all-leather quality. 
Stock reduction sale 


price only— 


$3,98 


MEN'S $4.00 VALUE OXFORDS 


In black or buown, of solid 
leather construction, and ex- 
cellent styles. Stock reduc- 
tion sale price only— 


$2.98 


Boy's $6 Oxfords 


In black and brown leathers. 
Hisses -"> to 5 1-2. We arc clos- 
ing them out at a 
sacrifice. 


In this sale— 


Men's Comfort Shoes 


Soft leather oxfords, built for comfort. 
Stocl 


reduction sale prica— 


Mens Flow Shoes 


Wcarflex composition sole and 
heel, leather uppers, with moc- 
casin toe. Stock reduction sale 
price— 


$6 Pumps and Straps 


Black satin and gunmetal 
pumps and 
one - straps, 


with a very neat 
high 


heel. Stock reduction sale 
price— 


$2*98 


$7 White Pumps 


Ladies white cabretta Rose pumps, with med- 
ium or low heel. 


Placed on the bargain 
block at per pair— 


$4.98 


Misses One Strap 


Misses patent, black, brown, 
or white one straps, values 
to $2.50. Stock 
reduction 


sale price per pair only— 


98c 


Canvas One Strap 


('losing out one group of good styles in canvass 
one straps for ladies and misses at a big bargain. 
Sale price— 


25c 


Misses Strap Sandals 


$:.i.50 values in black patent. Misses strap san- 


dals. Siacs 11 to 2. Stock reduction sale price 
per pair— 


$1*98 


$7 Buckle Straps 


A beautiful high heel shoe 
with two straps, 
neatly 


buckled together in 
the 


front. In this sale— 


$4.98 


New Bow Pumps 


And One Straps. In chic models in midnight 
blue or in red. High heels or medium heels. 
$4.00 values in this sale at only 


$2.98 


Beige One Straps 


Arch support shoes with 
Cuban heel, in French 
Beige cabretta. 
A $5 


value, now on sale at 


only— 


$3.98 


Mary Jane One Straps 


White canvass o n e 
straps, 
with walking 


heel. This is a real $2.50 
value. Stock reduction 
sale price only— 


98c 


Cuban Heel Ties 


A very popular number in black or brown vici 
kid arch support shoe of a $5.00 grade. In this 
sale at— 


$3*9$ 


$4 Pumps and Oxfords 


Satin, 
Blonde or Tan 
kid 


shoes, with medium or walk- 
ing heel. 
- ! 


Included in this 
sale at a sacrifice 
Price only— 


$6 Pumps and Oxfords 


Truly beautiful patterns in; 
Ladies satins, or blonde or 
tan kid with high, cuban or 
walking 
heel. 
Clearance 


sale price only— 


$2<98 


$3 Straps and Pumps 


Broken lots of styles that are absolutely good, 
in black or brown kid. 
Stock reduction 
sale 


price— 


98c 


Ladies $4 Pumps 


A very attractive pump, with a neat cuban heel 
in black or brown kid— 


We are closing them out in this 
sale at only— 


98c 
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erial *TMEShlNING TALENT" 


need Is a sandwich." 


.•What, I need," he told 
her 


. cooly. "Is « box of aspirin. 
Of 


I B l i t h e fool plncos to U r n g « . « n n 


I 1 his blooming hen party Is the 


I \vdrsf!" 


• 
-MV sweetheart!" Blto 
cooed 


«mmbly. 
"Hasn't h, 
Just 
the 


disposition. 
Birls 
«nd 


1" pulled her skirt down as far as possible. The Dean 


little bit old-fashioned. 
ive minutes . . . Ten minutes . . . There was a news- 
On the table and Molly reached for it restlessly. 


fit was open at the woman's page, and she noted idly that 


• West had something to say about the care of babies in 


•. And Aunt Emily held, in her column, that a man 


ctJUld not respect a girl who indulged in promiscuous kiss- 


? ii||j *She read n letter from "Mother of Eight," and another 
f-frmtt "Bashful Sixteen," and wondered if women really wrote 
'' sif$l things. Or if the editor made them up. 
*-;, k 
;;?', But she thought of a girl"she knew, named Emmaline 


!JliiiCe, who had a baby nearly every ye«r and raised them 
AtftoDr. West's Words to Mothers." 
V'rv And she thought of Jack Wells, and how much she loved 


- hita. And wondered if she, too, might mary and settle 
. ,flowrt like Emmaline and grow mediocre and dull . . . But 


Of;course she wouldn't. She and Jack would be dfiferent. 
Different from all those commonplace couples who played 
bridge and listened to the radio and gossiped about the nei'gh- 


> bora, Different from all other lovers everywhere. 


ISttddenly Molly's eyes fell on 


a/little verse: 


A girl, she had her hope and 


. chance— 


v But Fate was thwarted by a 


glance, 


A look that set her heart afire, 
So genuius died, for warm de- 


sire. 


! , Yet, still the phantom visions 


[ gl&w, 
'• 


••Although a world will' never 


' . 
know 


- -Th'e Shining Talent that was 


dead 
\ So "soon as that bright soul 


• %. • was wed. 


A dull and stodgy wife is she, 
And dark the flame that used 


''to be; 


But always vCome to torture her 
The dreams of things 
that 


> never were. 


lt,lf Molly faltered. 


"I know. That is exactly tho 


point." The Dean 
stood 
up. 


'•Don't mix love and a career, my 
dear," she admonished, and her 
manner had 
become 
strangely 


gentle. "To the woman who lives 
in pursuit of fame, 
conflict Is 


death. Single-minded she must 
be. All other passions must be 
denied—even love. As no man 
can serve two .masters, neither 
can a woman serve her heart and 
her mind." 


"But you said I had talent," 


protested Molly. 


The Dean smiled, as one dis- 


missing a subject. She touched 
an electric button, and her see- 
rotary opened the door. "Get In 
touch with Miss Segal," she com- 
manded, "and tell her I please, 
that I should like to see her im- 
mediately." 


Molly knew that Berta Segal, 


Claudia Cabot might' be marry- 
ing a million and all that—but 
everybody knew that Dick God-1 
frey" had 
tv cleft palate and 
ixj 


perfectly rotten disposition- 
j 


There really wasn't a boy any-j 


where who could touch Jack forj 
looks. 
He had, as they 
say.j 
|; very thing—every thing, that is, j 
but money. He was six feet one. | 
In his slocking fecit as Molly used! 
to ncld. 
Ond his hair had thej 


mcst adorable wave. It was dark; 
Jiuir, and he had eyes to match.; 
Sort of laughing eyes, they were. 
But his chin was one. of those 
.'dreadfully 
determined 
things. 


So, If a girl thought she was go- 
• ing to get away with murder— 
just looking at his eyes—she had, 
only to consider that chin of his! 
and change her mind. Like Gi- 
braltar, Molly said it was. 


."If only," she was thinking 


attht moment, "he wasn't so darn 


ln\. fiancee, had arrived mean-' 
"Why wall?" demaded Claud- 


time, and Rita MelnotLe's 
boy, I la. 


Bob Newton. Dick was all right! 
"Why starve?" Bob roimtoird 


—and lie had oodles of money— irritably- 
but Molly was glad It was Claud-1 
Rlta pnUcd his arm 


lu who was marrying him l.omor- i 
..Lilllc sunshine!" .she eluded, 


row. 
And Bob—well, of course1,. 


iSci) WHS awfully' nice and all! = 
that. But there he wus, grouch-'-« 
ing and crabbing, just because i 
Rita was a few minutes late. He ,. 
wasn't n bit good looking either. ,, 
with those wishy blue eyes- and 
< ( 


big, thick glasses . . . No use j 
talking—Jack certainly 
was the 
i 


bc.st looking mini at Commence-1* 
ment. Molly's heart beat wann-l 
ly, and she was engulfed in one 
of those nice, benevolent, fcel-j 
ings, 
i 


."Hello, darling'." 
| 


She 
greeted 
him 
happily, i 


"Love your little senior?" 
| 


"You bet," he 
assured 
her.; 


(•ome un down to lhe Inke." 


•nicested Molly, "<>" 
(l clalt' "P ll 


otutoc fi'.r tonlf'ht." 


••\Vlu> wiiut.s to go oanofllnn 


wh.-n they cuu net married'.'" de- 
manded Dick 


Molly made a face, and pouted 


1 BU!'r' wui't. get miUTii'd Uxhiy. My 


1 swi.'Uf won't 1ft. ""'•" 


- 
+. 
* 


i 
Ki,e --lipped her hitnd through 


• JmVs arm. imd they sauntered 


i toward the lak( 


they say 
man there is 


,..,,,,.*"!• You Patllllp °ut' 
! and "draw'your ennoo m> on tho 
>bntik. 
And nobody ever comfM 


to bathi-r you, The 
B'rls "f? 


awfully 
chivalrous 
"bout 
it. 


There Isn't u kid In r.olleiv would 


• U»'Sr«---> |("' tne worltl' if tlu're 
WHS sumo other girl on the bench 
Iwultlni! for a proposal. As soon 
•'us you s'iH <nic, wlthdrnw. Thais 
.cWiei. y"i -sti'- 
And It Klvw 


scujf 
olh-T S'."' 
1 ll chance." 


: 
JIM-!- 
laughed. 
"And 
you're 


gri.v to take mr 
there?" 
he 


banton-d, 
-Don't you consk 


iyntirwlf 
onuut'.t'd 
now, 
you 


j ludy'.1" 
: 
-wHl kind of." Mi.- admltUHl. 


!..-Onlv . 
. 
I'm «»•'"! «h.une-' 


' Ic.s-, .lurl:. 
I want to 
IV*'t- '»"''• 


; rii-d." 


"On 
$KW.n n 
year'." 
ho 
«'X- 


'iiii tlim'i know whnt 


g 
• 


: ,i,(llt Mint nttif isi 
!i» 
(| oul lluirii> 
" 
w<>|1-" 
Ari!ly , 
l''' 
l' 
:n u.';ui 
: 1,, ih(, M1iddle of lhe lake-.-see?"! go out there anyh.A. 
.iiu 


j 
She polnlrd to .-, bit of green what hi.pm'n, 


,h;i| 
(li;1t,-d lh, ,|.r:,kl,Mg blue.; 
, (.-.mt,.,..,.! ,.,, ,,^< 
*l. 


» » « 
« 
« 
- 
« 
* 
• 
4 » 
• 
• 
» 
» 
« 
* 
* 
* 
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' ' 
So- this is the 'song of the 


* 
wife — 


f 
Ah, what have I' done with my 


>,' 
life? 


# 
0 
* 


! 
Molly rend it through twice 


', , "A girl," she had her hope and 
' chance- A full and stodgy wife 


is she" Well, if it wasn't for 
all the *orld like Emmaline Luce ! 
"So genius died for warm desire" 
Poor old Emmaline! 


"Yet still the phantom visions 


'. 
glow, 


Although a world will never 


know 


The Shining Talent that was 


dead 


So soon as that bright soul 
• was wed." 
"I wonder," mused Molly, "If 


>t there come to torture 
her 'the 


(dreams of things 
that 
never 


,were.' " 


It sounded to her as If a wo- 


man had written that verse — a 


- woman 
who 
wondered 
what 


'• she'd done with her life. It was 


a disturbing little poem . . . 


"Tho Dean will sec you now, 


Miss Burnham." 


M»Uy jumped guiltily to her 


Jeet. She had torn the verse 


1 from the paper and tucked it in 
' the powder compact of her van- 


ity, 
She felt at once uplifted 


and depressed. 


.The Dean, a busy woman, wast- 


ed no time on preambles. 


"Ah, Miss Burnham, Sorry to 


•'fcave kept you waiting. S'it down 


won't you? 
Our 
employment 


feiireau has had a great many ap- 
plications from the graduating 
CjasS, and in view of the- fact, it 


, may see a trifle strange that I 


Should seem to urge a position 
Upon any of our girls. You must 
pet 
think 
me 
presumptuous, 


'Mips Burnham— I am quite aware 


you have not entered your 


among the applicants for 
. But I have 
here a 


unusual opportunity in the 


world • . . May I ask 


y°ur plans are for the fu- 


yjry^TSTTTPLACK TO..TRADE 


Friday-Saturday and all next week 


A special selling of Mid-Summer dresses. Many of these dresses 
have been in the store fore only a few days. And a house dresr, 
free with each dress in this sale. 


A July Clearance of Good Styles 


Classy Jean 


Frock 


Molly flushed 
like a 
high 


school girl. 
' "I—I'm thinking of getting 
married," she stammered. 


"Indeed?" The Dean smiled 


politely- 
''I had not heard of 


ygiljr engagement-" 


ftfct" MoJly stiffened defen- 


SlYfiy- 
It seemed, .somehow, an 


.indictment of Jack's success that 
SThad notr-like Claudia Cabot 
a«d the rest^been able to an- 
' pounce her engagement with n 


'< it^ee-carat 
diamond 
and 
a 


lyncheon at the sorority house. 


"But I am going to be mar- 


, "to 
tf 
" 


MADE TO SELL FOR $24.95 AND UP 


One hundred new Mid-Summer models, 
in the finest of materials, and real knock- 
out styles. 
They are in light, 
summery 


shades. 
These are the type of dresses 


you always find in the better stores. See 
this showing of fine dresses at a bargain, 
in our north window today. Sale price— 


'Little Sunshine!" she chided. "What you need is a sandwich" 


The Dean snapped an elastic 


about the notebook in her hands. 


"Then you wouldn't be inter- 


ested," she observed "in the po- 
sition I was about to suggest. 
It— it seems 
a 
shame, 
Miss 


Burnham, to neglect a shinging 
talent like yours. We were dis- 
cussing, the other 
evening 
at 


faculty meeting, your really ex- 
quisite verse. 
Professor 
Hardy 


wus particularly impressed- The 
haunting little thing you called 
'Song 
of 
Sorrow' 
was 
quite 


touching. 
And 
your 
essay.n, 


Scarcely a trace of immaturity 
about thorn. You did very well, 
you knew, on tho Senior Play. 
However, 
you 
know beat. 
I 


should not dream 
of urging a 


career upon a young woman who 
has chosen marriage . . . • I 
wish you all the happiness in the 
world." 
* 
* i 


Mully did not know what to 


say grasped the Dean's proffer- 
ed hand apathetically and felt 
small and insignificant and quite 
lost in the Dean's 
importance. 


She wondered, irreverently, if the 
Dean would have married if she 
had wanted. 


"Maybe," she hazarded doubt- 


fully, 'Til get married and write, 
too." 


But the other shok her iron 


gray head. "Oh, no," she said, 
"I hardly think so." 


"Why not?" Molly demanded. 


"Lots of women do." 


The Dean shrugged. "Women 


with a burning 
ambition," she 


said. "But I think you haven't 
that, Miss Burnham. 
Only 
a 


pretty little shining talent." 


"I—Inever thought much about 


who was the most brilliant girl 
in her class, was about to be of- 
•fered "a most unusual oppor-j 
amity in the literary 
world." 


Berta o'egal sent neat little es- 
say.-; to 
the 
literary 
world."! 


essays to the bolter magazines,1 
where they were occasionally ac-j 
cepted. She also—since the bet-| 
ter magazines did not always pay, 
so well—sold lesser stuff to th;! 
Sunday supplements. 
With all! 


her heart Molly suddenly hated; 
Berta Segal, who 
had 
dark,! 


greasy hair. And also the Dean,, 
who offered a girl a marvelous ( 
opportunity on a silver platter; 
and then snatched it away. 
j 


For a moment she almost hat-, 


ed Jack, who 
hadn't 
enough' 


money to marry her, and didn't j 
like it when she wrote 
things; 


about passion and virgins . . .; 
Jack was awfully old-fashioned, i 
really. 
And probably the Dean 


thought her a silly little fool 
n o w . . . . 
| 


Molly kicked 
at 
the 
little' 


painted sign that said "PLEASE" 
find walked deliberately across 
the grass, digging her high heels 
in the soft tur defiantly. 
Shu; 


felt not at all as an engeged girlj 
should feel. Particularly an en-1 
gaged girl on her way to meet! 
her fiancee. 
She felt, in fact,: 


as if she were getting very much I 
tho small end of things. 
As if 


indeed, she were being 
sorely 


cheated. Winch wasn't uf course, 
the proper fruine of mind J'or a 
sweat yirl graduate coiitcmphit- 
imiK matrimony. 


* 
» 
* 


All girls thought her Jack was 


perfectly stunning. 
And, after 


all, a girl can't huve everything. 


stubborn!" 


'b'he opened her vanity and un- 


folded the torn clipping. "He'll 
have a fit," she mused, "but he 
can't expect mu to sit around 
with my hands folded for the 
next yc«r!" 


Then she read the little verse 


aloud. 
And a frightened squir- 


rel forget to bury whatever it 
was he was burying and scamp- 
ered away like mad, she was so 
dramatic about it. 


"So 
this," 
she 
declaimed, 


tin owing his arms wide— 


"So this is the song of the 
wiie- 


Ah, what have I done with my 


life?" 


And she 
repiutccl 
softly, "A 


girl, she had 
her 
hope 
and 


chance. 
• . 
a dull and stodgy 


wife is she. . . " 


'AS she approached the dormi- 


tory 
she saw 
Jack talking to 


Claudia Cabot on the steps 


"I'll sneak in the back Way," 


she decided, "and 
powder 
my 


nose." 


But once in her room she for- 


got her note for the moment and 
read again the bit of doggerel 
that was destined to Influence all 
her life. When she had finished 
she stuck it in the mirror with 
a safety pin. 


•Nice little worse," she 
ap- 


proved. 
"Make 
Molly 
a 
big 


smart girl." 


Then she powdered her nose 


and rouged her lips and wafted 
the slipping an airy kiss. 


"No humbrum life 
for me," 


she vowed- "Not until I've had 
my fling!" 


Then i-he dashed downstairs to 


meet Jack. Dick Godfrey, Claud- 


And your 
ehok-o 
of 
any T?~D~f?'T? 


wash dross pricrd to $'J.<)f) 
-^ I\±Li£Li 


Dresses Made to Sell 


"Love your little draftsman?" | 


She kissed him swiftly, draw-; 


Ing his head down with a sud- j 
den sweep of her arms. 


"Better get married," advised I 


Dick Godfrey. 
J 


"Better not," counseled 
'Bob',, 


Newton. "Why not stay in love?" 


Claudia threw her arms vio- 


lently around Molly. 


"Oh 
Molly." 
shu 
squealed. 


"Let's have a double wedding! 
Wouldn't that be the thrillingest 
thing, kids! You be my maid of 
honor, Molly. Then I'll be your 
matron. And you can wear my 
wedding veil and everything. Gee,, • 
Molly, wouldn't it be just knock- .. 
out?" 


Claudia was dancing up arid . 


down. 


"Everything's 
ai 1 set," she ,, 


•proclaimed. 
"P ujc'ojr a t i ons 


Choir. 
Minister. 
'Everything.. 


You can huVo my 
bridesmaids,] 


honey, and we'll just call up thej 
RiU and tell 'cm to set some; 
more places." 
; 


Molly looked at 
Jack. 
He^. 


grinned foolishly. 


"Will you?" she breathed. "Oh ,, 


Jack, wouldn't it be wonderful?" j , , 


"Molly, are you crazy?" 
He frowned on her enthusiasm. 


"W'e're no blooming millionaires, I 
you know,,honey. Just, a poor! 
young couple trying to get, along. " 


"Yeah?" taunted Bob Newton.;«• 


"And 
the first 
hundred 
years .. 


ure the hardest," 


Rita laughed nervously. "Next 


year," she predicted gaily, "we'll: 
•dl be married. 
Won't we, Bob?| 


You and me. 
And Molly 
and 


Jack . 
. 
. 
And Claudia and 


Dick will bo coming home from'" 
Paris for the weddings." 


for $15.00 


Washable crepes, (Jeor^ettos, Flat Crepes 
and Chiffons, in this lot. Cleverly fash- 
ioned — some have lon^ sleeves. 
H'i'/es 


Hi to HO. Sale priee only — 


And 
a 
cool, 
comfortable l 


wash dress with every one— 


100 Midsummer Wash Dresses 


These dresses are unusually smart in design, low price con- 
sidered. 
They are worth $().7F>, but while they last we are 


placing them on sale at only— 
3.95 


Costume Slips 


Of delusiered Rayon, in paslel 
shades. 
Wide hem. 
$1.29 


Bloomers 


Pastel 
shades, 
in 
delustered 


Rayon. 
A saving. 


49c 


Union Suits 


Of Lisle, closed, shell knee. 
(>5c 


value, extra special. 


39c 


Ladies GOUMS 


Embroidered sleeveless gowns, 
in pastel shades, of 
delustered 


Rayon. 


«1.29 


t~~4 
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Camping Out At Farmer's Week 


S00B, STAR AMD DAILY PRESS, HOPE, ARKANSAS 


This Makes It A Horse On Us 
'/HOWTHEY^ 


It Seems Equine Population Is Increasing Despite1 


the Fact This Is A Motor Age 


BUFFALO, July 10.—It has boon; of tin- United .Sink's. The rannin- 


reporti'd without authority during 


I hi1 Inst few yearn that Old Dobbin, 
most willing of ben.il.K of burden, 


tfrmhially becoming extinct in 


this country, but the recent ns- 
serlion of \V»yne Dinsmore, so«- 
rutary of thi! Horse Association of 
America, seems to shatter uny such 
belief. 
nim? population in this country to- 
uine population ni this country to- 
dny exceed:* 20,500,000, with the 
pros per Is of multiplying instead of 
decreasing1. 
Thin, l)insmoro said, 


will not force the future, generation 
to |*o to a museum to gain some 
idea of whnl "Old Dobbin" nnre 
ooki'd like. 


Aj-sociutlon records 
show that 


l,r>(H.',()UO horses are 
iti the pi lie.* 


der are on farms where their use- 
fulness is K''ently appreciated—attd 
needed. 


Dinsmoic declared (hat breeding 


has been revived, wil.b the United 
horses thnri any other nation. With 
only the finest grade horses being 
bzred, Dinsmore mid, breeding la 
now on 11 better basis than ever, 
Iowa leading the other states in 
that respect. 


"A horse in not an extinct mum- 


ma)," Dinsmore said. 
"They're 


here and here to stay. When the 
'hay-burners' start to pass out of) 
the picture, we'll be the first tyj 
know it. That's something we nrei 
not worrying about, in the slight-' 
est." 
I 


STAND 
TODAY 


SOUTHERN ASSOCIATION 


Clubs 


Hirminghnm 
New Orleans 
Memphis 
Atlanta 
Nashville 
Little Hock .... 
Mobile 
Chattanooga 


W. 
51 
•10 


.-12 


L. 
rm 
38 


•12 
48 
47 
•17 


PC 
.030 
.548 
.54! 
.500 
.500 
.442 
.425 
.418 


Yesterday's Results 


Little Rock-Mobile, off day. 
Memphis li, New Orleans 2. 
liirmingham 15, Atlanta 2. 
Chattanooga 4, Nashville 3. 


Battle Over 
Book Looms 


Prayer 
Again 


# 


'AYH'rTKVIIJ.K, Ark., July I I I . - Ciunping.oiit wil be one of the 


many sources of enjoyment and pleasure to the thousands who will 
ftttrnd tin' I I t b annual Farmer's Week, which is to be held here by 
tho University of Arkansas College of Agriculture, August 0-7-K-!). 


I-'pper 
A pection of the "tent city" nt Farmer's Week. 
Through 


the co-operation and assistance of Charles S. (iurrelt, assistant ad- 
jutant, general, Little Hock, a large number of army tents, the 
perty of the Arkansas National (itiards, are nuule available for 
.ibrs ns long us they lost, in the order of application. 
This 


pro- 
visi- 


is one 


furnished by the University of Arkans 
of the housing facilities 
lege of Agriculture. 


Lower --This is how thousands of Farmer's Week visitors take 


advantage of (he rfee camping facilities frnuishcd by the University. 
Farmers urc- es|.ecially urged this year to come prepared to camp 
out. bringing their tents, cols, blankets, and cooking utensils. This 
affords n most economical trip. 


Stirs Up 


Roumanian Row 


Exiled Prince At Head of 


Move To Oust Present 


Regime. 
/ 


I.UCIIARF.ST, Romania, July 10 


- I / I ' ) •Documents allegedly 
con- 


fisi atcil by tbr government in its 
roiind-un of mililai'y conspirators 
against the present regime, were 
d e f i n i t e l y traced todav to the ex- 


iled Prince Carol and showed his 
i fforl to bring about, a coup-il'etnt. 


The documents continued proc- 


lamations to the people 
and 
the 


army, all being signed in the nume 
of "His Majesty, King Carol." 


Many more arrests were marie to- 


day and it was said investigations 
were proceeding Jiliin'; lines which 
would cause arrest of many high 
political leaders. 


P R O Y / I J K N C K 


Mi. ami Mrs. Leo Kay and son 


and Mr. A. J. Cullins left lact Fri- 
day for a visit with relatives in 


Issue Still 
Unsettled 
As 


Church of England 


Holds Meet. 


LONDON, July 10.- -The bitter 


iaKlieiil and 
political battle 


which was waged for two years 
over a book of prayer threatened 
to break out again today when the 
Church of Rngland 
convocations 


opened a three day meeting. 


Tlie problem of what to do with 


th» revised prayer book, twice re- 
jected by the House of Commons, 
faced the convocations, with the 
pocsihility thai their action would 
shake the foundations of the Kng- 
lish church. 


Disestablishment—-a severance of 


the union between 
church 
and 


.".tale which has prevailed since the 
days of Henry VIII—was consider- 
ed a possible result of the meeting. 


Texas and Oklahoma. 


Mrs. 
E. A. Ammonetlc of Yancy, 


and Mrs. I.elia Gentry of Hope 
were the guests of Mr. and Mrs. It. 
(!. Byers Sunday. 


Marion 
l''n\ncis 
Brummell of 


Hope is visiting Lennu Jones. 


Clubs 


Philadelphia 
New York .. 
St. Louis 


The new prayer boo];, w hi: ill was 


intended to end dissension within 
the church, has been a subject of 
controversy since I!)L!7. 
When the 


book was rejected by parliament in 
that year, the bouse of bishops re- 
vised it, clarifying the controver- 
sial points, but the revised version 
also was rejected. 


The bishops, however, had the 


book published but inserted a pre- 
factory note explaining that its pulr Cleveland 
Mention did not imply the book was I Washington 
authorized for use in churches, 
j Chicago 


It is believed the convocations | Jjo.ston 


will take one of two courses: 
. 
j 


!. Proclaim the book the law of 


the church and thus defy parlia- 
ment--a move tending toward dis-i 
establishment. 


2. 
Select non-controversial por- 


tions of the book for use in church- 
es and let time decide the disput- 
ed points. 


Following the second rejection by 


Parliament, the bishops agreed to 
recommend use of the 
book in 


churches under certain conditions. 
Recently they met again and de- 
cided to seek the .concurrence of 
the convocation. 


(3 nines Todny 


Mobile at Little Rock. 
New Orleans at Memphis. 
Chattanooga at Atlanta. 
Nashville! at Birmingham. 


AMERICAN LEAGUE 


Vf. 
55 
40 
40 
42- 


....... 28 
_______ 2!) 
..... 
2M 


L. 
21 
28 
:H 


37 
45 
Rl 
lid 


PC. 
.724 
.022 
.51)7 
.525 
.507 
.384 
.363 
.2'.)! 


Yesterday's KeauTls 


Chicago 0, New York 3. 
Philadelphia 4-5, Si. Louis 1-7. 
Detroit 10, Uoston (!. 
Cleveland !), Washington G. 


Games Today. 


New York at Chicago. 
Philadelphia at St. Louis. 
Boston at Detroit. 
Washington at Cleveland. 


NATIONAL LEAGUE 


When the bishops' policy^' was! 


announced, Sir William Joynson,] 
Micks, then home secretary, de-i 
nounced it, saying the bishops \vere| 
^ 
Ui"? "v::c^ 


Clubs 


Pittsburgh ........... 
Chicago 


v.,i.i, 
I O I K 


jv(J 


I he 
for law. 
ham, wh 
the bishops would be breaking the 


W. 
L. 


.48 
20 


.45 
20 


.45 33 
.38 38 


•10 
43 


Mr. and Mrs. Alton llonoyciitt law if they attempted to carry out 


Bishop of Hirming-|B()sto)1 
n, 
4? 


opposed the move, said , Cin(.imiaU 
27 


ife: 


PC. 
.040 
.034 
.577 
.500 
.459 
.427 
.397 


-17 


an:l son of Hope spent. Sunday will 
Mr. and Mrs. J. (). England. 


Mrs. K. L. Byers of Alpine, '5ex- 


as arrived hist Wednesday for at 
extended visit with her sons, .It C, 
of this place arid Howard of Pres- 
oolt. 


Mr. and Mrs. Howard Byers and 


son, Bennio Bolt of Prescolt, and 
Mr. and Mrs. ,1. P. Byers uml dau- 
ghter, Nell Jean of Alpine, Texas 
spent Sunday with It. 0. Byers and 
family, Nell Jean remained for a 
visit with her cousin, Marjorie. 


> 


ROBERTMDSES 


Of= RUgE UJADDELL- 


MB T^INK HB HAS. ALREADY 


COMMIE MACK'S 


HES Ul£T OllUD 
15 kEeP .THE 


FROM 


NEVER. LIVED 


U)l 10 HAD 


AlAf'lv b.is hud 


led hiindcil pilchrrs in 


liau'liiill business—"Li.'jiy" 


I wo 
Jii.sitiry.mi 


bis long day in tli 
Cirovt' and "Jlubo 


greater of the two? 


Mack hlinseU' can an- 


Who ilo you I l i l n k 
Thai's mil' Ili.-il per 


ewer best—-ami lie *a. 


"Tlie iv,o are Miiiilar in many ways," says Con-• 


nil'. 
"Jiul in 
(.1110 respect Waddell 


, , , , , , , , , 
• 
iMhlrll ,,|U.i,f.d it II UK. nurder 


luckc-d one for a goal 


when a team- '£•, 
him, 'Urovu's '•' 


tcndeiiey is to flare up in sudden wrath and shoot 
it right In I lio groove. 


WaddeJl didn't bring Ma eccentricities to the 


ilinmond. drove does, while off i he diamond bo 
reminds you of the second iislstant Janitor of thu 
V. W. C. A. back ut Mlnonk. 


Crove lost onu game this year gut of his first 


dozen starts, and if the Athletics did not have 
such a large hatful of good pitchers Lefty mlwlit 
win 
ISO games. 
The pitcher who has. even the 


l'utl-'"llal ability to knock off 30 games In this 
«lay of the sldltlah ball has soinetlUiiK bcb dea u 
Te Pvmu. Ilo«J9«r. «»a «» »o"foSt IL 


their policy. 


Jt is believed that many church- 


men who suppoitcd the revise:! 
book previously 
will oppose 
the 


bishop's proposal in order to avert 
n ijuarrel between church and gov- 
ernment. 


Twenty years were spent in re- 


vising the prayer book, whi-jh hud 
remained 
practically 
unchanged 


since lo'fiii. 
The dispute over the 


new version centered mainly on 
the communion of the sick and the 
doctrine of transubstantion. 


The double defeat in parliament I 


wns attributed to the fact thai the 1 


versions failed to satisfy either the 
Anglo-Catholic clement, those who 
fnvoied Roman Catholic doctrines 
and ceremonies, or tlu- ullra-Pro- 
lestnnts, those who oppsoed uny at- 
tempt to "Koiviunie" (he Knglish' 
church. 


SIIOVKK SPUINCS 
; 


Hinging school 
is progressiiuc 


nicely nt this place under ihe cure 
uf Mr. Horace Kennedy. He bus a 
large class and all doing fine. 


M i . and All's. John Recce spent 


latt Saturday with their daughter, 
Airs. Jim Dodsoii at Hope. 


Mi 
1, and Airs. Policy Reed and 


laughter, Mrs. Autrey of A t l a n t a , 
(!a., left last Monday for Okhiho- 
ma after visiting his brother, John 
teed and family at this place. 


.Mrs. II. 
SV. Fore has rcturne I 


home after visiting relatives near 
Present t. 


(iraiulma Ward died Sunday and 


was buried Monday at Union in 
Nevada 
county. 
The 
bereaved 


have the .sympathy of this com- 
m u n i t y . 


Dr. Martindali' was called to the 


bedside of Airs. J. 
\V. Knuglimd 


last. Saturday. 


Henry Branch of Waldo visited 


bis sister, Mrs. liidling a few days 
tin' past week. 


J. B. Beckworth and son Cnh]uiU 


attended singing at Holly Springs 
last Sunday. 


Allen Walker and wife and son, 


Thomas, were dinner guests of Air. 
and Airs. (Iraily Recce last Sunday. 


Airs. Chris Baker and sons of 


Chic-kasha, Okla., is visiting her 
parents, Mr. and Airs. J. \V .Eng- 
land. 


Miss Eleanor McWilliams spent 


last Sunday night with Miss Del- 
ma Johnson. 


Miss Cora Beckworth nnd broth- 


er, James, spent last Sunday will) 
Mildred and W'ilmer Laster. 


Miss Iris Bailey spent last Wed- 


nesday night with 
AJiss 
Delma 


Johnson. 


Air. and Mrs. Jack Rogers of Kl 


Dorado spent the week end with 
their mother, Mrs. ('buries Rogers. 


Mr. and Mrs. Leon Darwin arc 


attending services at the Christian 
church in Hope this week. 
j 


Oscar England called on his bro-j 


ther, Virgil lust week. 


Yesterday's Results 


Pittsburgh 15, Philadelphia 
Cincinnati 10, Boston 2. 
Chicago 0, New York ,'). 
Brooklyn !), St. Louis 0. 


Games Today 


Pittsburgh at Philadelphia. 
Cincinnati at Boston. 
Chicago tit New York. 
St. Louis at Brooklyn. 


TEXAS LEAGUE 


Clubs 


Wichita Falls 
Houston 
J-'hreveport 
Waco 
Fort Worth ... 
>San A not nio . 
Beaumont 
Dallas 


W. 
... 7 


L. 
3 
:i 
•t 
5 
0 


PC. 
.700 


.5511 
.545 
.455 
.444 
.375 


Yesterday's Results 


Shreveport 12-11, Dallas 2-8. 
Houston 5, Waco 0. 
Wichita Fulls 3, Fort Worth 2. 
San Antonio-Beaumont, rain. 


Robert Shipp lust Sunday after- 
noon. 


Mr. and Mrs. Charley Garner 


of Hope, spent last: Sunday with 
Mr. and Mrs. Riisl.us Aaron. 


Mr. and Mrs. John Reece were 


Sunday afternoon visitors at the 
John Koeco home. 


Mrs. Henry Roberts is visiting 


her son Carlos a few days 
this 


week. 


Mrs. Mouser and son and Neal 


Walker and Arthur Miller were 


Relief from Gas 


Stomach Pains 


Dizziness 


Tlie ilni-lors tell us that 90 per 


cent of all sickness is due to stom- 
ac'b and bowel troubles. You can't 
lie well if your digestion is bad; 
you are likely to gt't sick unless you 
relish t'ooil uiio! digest it properly. 


Tanlae lias a wonderful record 


as a relief from digestive troubles, 
even those of years' standing. 


Mr. James F. Campbell, of 1013 


W. Fifth St., Little Rock, Ark., 
says: ''I bad bloating after eating. 
My rheumatism was so bud 1 could 
hardly raise my arms. Now I can 
eat anything- and do a good day's 
work," 


If you suffer from gas, pains in 


the stomach or bowels, dizziness, 
nausea, 
constipation, 
or 
torpid 


liver; if you have no appetite, can't 
sleep and are nervous and all run 
down, you need Taiilac1. It is good, 
pure 
medicine, 
made' of roots, 


herbs and barks. Get u bottle from 
your druggist today. Money back 
if it doesn't help you. 
Tanlac 
53 M5UIPN BQTTO VS£J> 


Mrs, 
Henry Fore visited MM. 


Sunday miesta of Mr. nml Mrs. 
Rastus Anrons. 


Miss Eleanor McWilliams and 


Miss Delmnr Johnson spent Wed- 
nesday night with Miss Iris Ijaily. 


Crops are looking fine after the 


recent rains. 
The boll weevil has 


done but little dnmngc to the col- 
ton in this vicinity. 


NEW LIHEKTY 


Herman Hamilton went to Orange 


Hal) 
Sunday afternoon 
to 
begin 


teaching a summer term of school. 


Mr. and Mrs. Luther Haineric 


and (laughter, Eunice and Andy 
Hamilton attended hto sniging at 
Holly Springs Sunday. 


Husc'ul Simpson and Garner At- 


kins called on 
Misses Lois 
nnd 


Beulah Hamilton Sunday evening. 


Mr. and Mrs. Arthur Glanton of 


Antioch and Mr. and Mrs. 
Dave 


Weaver spent Sunday with their 
parents, Mr. and Mrs. Jim Hamil- 
ton. 


ftecdcr Langston and Miss Beu- 


lah Hamilton nUemio.dc the sing- 
ing at ITolly Springs Sunday. 


Lois and Beiilnh Hamilton spent 


Wednesday 
and 
Thursday with 


Bessie 
Hamilton, 
nnd 
Myrth 


Franks.: 


Mr. and Mrs. Trwin Davis and 


children and Miss Ruby Hameric 
attended 
the 
singing 
at 
Holly 


Springs Sunday. 


Mr. and Mrs. S. M. Hamilton and 


children spent Sunday with their 
parents, Mr. and Mrs. A. W. Ham- 
ilton 


Arl Picka'rd' and Ernest Steed 


passed htrough 
our 
community 


Monday morning. 


Lois and Beulah Hamilton spent 


29S5 


Copyright 1929 lif The Ktx Co. 


VLY-TOX 


Burglars who broke 


empty Chicago vault 
by the practice they got out »# Stn 


* 


After waiting 20 years /fir h 


absent husband to return, & Main 


perfumt^ljc 


fragrance,; 


Saturday night with Mr. and Mrs. I nnd Douglas Dotigaft 
and 


Lee Jones of Ccnterville. 
j a™i Grade Dmigari WjSl-e 


Mrs. Mac Campbell nnd daugh- j ridim; Sunda afternoon atiB 


ler, Margaret 
nnd 
Miss Emma ion Misses Lois and Beulah * 


Campbell called 
on 
Mrs. Lydia ton a short while. 


Hamilton Saturday afternoon. 
"*"*" 


Jessie, Otis and Howard Lang- 


filon and Jewell and Opal Davis and 
Opal Jones motored 
to Grassy i , 


Luke and spent the day, Sunday. 
' 


Mr. 
and 
Airs. Dock Hamilton 


and family attended the singing 
Sunday at Holly Springs. 
'woman seeks a divorce, 


Elmer McElroy, Paul Haineric pie are so" impatient. 


This Is National Insect Killing Week—Uae 


(DEVELOPED AT MELLOM INSTITUTE Of INDUSTRIAL 


RKSCARCH BY Hex RESEARCH FELLOWSHIP, 


There is no excuse for flies —filthy carriers of disease. 
It is so easy to kill them with fragrant, stainless FLY- 
TOX.. Rooms may be sprayed freely as FLY-TOX is 
harmless to people and will not stain 


A vatt army of lnncl» It bred 
In FLV-TOX laboralorlll la 
b» r«l«ai«d In lh« FLY-TOX 
"Chambtr of Dtotti" to U«t 
and certify the poiltlvt kill- 
ing quollllM of Ft 
before It It told to you. 


Travel around the world with FLY-TOX. tflihfi ' 
in on Tresa Martin Program every < Thutklay^ 
morning at 8:.'!0. 
Comes to you 
pvfer,' the" 


Colombia Broadcasting System through StatioiJ 
KMOX or KTHS. 
Do not miss it—if s-differ* 


ent. 
! 


:i 


Eight Types 
to Fit Your Mode 


(Also Many Types in Balloon and High 
Pressure Sizes for Model T .Fords) 


But We'll Tell you WHICH Type, at WHICH Price, 


{it Will Pay YOU Best to Put on. 


nniTESE pictures and the different 'tires. Loug experience enables 
JL prices quoted make it clear us to ask intelligent questions 
vhy you should drive your car about your driving and to adviae 
jto reliable tire specialists when the Ooodyear which costs least 
you need tires. For it depends on yet will give nil the service you 
your particular driving needs happen to need. 
' 


which type and price tire is the j ™, 
„ , 
right buy for YOU.) 
We carry Goodyeara exclusively 


-'• 
—there are nearly 150 types for, 


No man is ever urged to take an 7 all cars. We have found, as the 
expensive type here if a low-priced I world has, that Goodyear Tires' 
type will do for him. When an in-j are by far the best. Building mil- 
expensive grade tire is all he needs, \ lions more tires than any other 
Yir*i li^kTirtct l»r o«xr art t 
' 
. 
_ 
: we honestly say so J 
|Wo make friends 
and permanent 
customers by sell- 
ing low-cost satis- 
faction — n o t j us t 


This Is 
ti> Tints 
f [SIZE 
> 
»t 


Tr»d0 In Allowanoos 


*• 
company, it oulyi 
stands to reason,' 
doesn't it, that 
Goodyear can give 
M O R E quality 
at each price,' 


Owitei*^ Rtilo'Oit 


Tires limn On Any Oilier Kind 


Rhodes Brothers 


WASHING 
ALEMITING 
STORAGE 


CANNON SERVICE STATION 
STATION NO. 1 


PHONE 30 -- OPEN PAY AND NIC5I1T 
TELEPHONE NUMBER 0 


39 SERVICE STATION 


« 
TELEPHONE NUMBER 39 


HOPE STAK AND DAILY PRESS, HOPE, ARKANSAS 
Thursday, July 11, i929;A 


m 
ti) 


Find It! 
Sell ttt 


WltM HOPE STAR' 
WANT 


ADS 


Count five words to the 
& Kates We per tine for 


oii& insertion, minimum 
JOCi 7c per line for three 
.insertions, Minimum 60c. 
(k* per line for i>i.v or mvre 
ftdertifitis. 5c per line for 
46 insertions. 
M,j^< 


PHONE 768 


FOR RENT 


' FOR RENT—Three or Four 
foom 
unfurnished 
apartment. 


Phone 291. Mrs. Judson 
2-<>tc 


FOR RENT—Furnished apart- 


fttent 609 South 
Hervey street. 


Phone 876 
232-6t-pd. 


FOR 
RENT—Modern 0 room 


house with sleeping porch, garage, 
close in paved street. Bet house in 
tiope for the money. Price $30 per 
morith. Bridewell & Henry. 


PERSONAL MENTION 


Mrs. Ned Yo\mg and dnughtcr, 


ixue, are visiting in the home of 
Mr. and Mrs. E. D, Porterficld. 


0 


Miss Dove Porterfield is enjoy- 


ing a vacation at the home of her 
patents, Mr. and Mrs. E. VV. Port- 
erfield. 


.,-.. 
o 


Mr. and Mrs. Walter 
Herndon, 


and daughter, Exic, of Magnolia 
were week end guests of Mr. and 
Mrs. R. V, Herndon here. 


Miss Lavigna Ruggles is con- 


valescing nicely at her home from 
an operation Tuesday for removal 
of her tonsils. 


Q 


Mrs. E. V. Kiensiel and two little 


gjrls, accompanied by 
her 
two 


nieces, came in Wednesday after- 
noon ifrom 
Palestine, Texas, 
to 


spend a week-end with Mr. Kien- 
siel here. 


FOR RENT—Apartment. Phone 


364. 
tf. 


WANTED 


WANTED—Good 
second 
hand 


hay press. L. C. Somerville, Phone 
815-J. 
234-ltc. 


W.ANTERBOARDERS—509 
S. 


flervey street. Phone 876. 


232-6t pd 


WANTED—Dry, 
4 
foot cord 


wood. Southern Ice & Utilities Co. 
Phone 72. 
223-tf. 


WANTED—500 split oak posts. 
P/01 e 768. 
3tc. 


'RELIABLE party wanted 
to 


handle Watkins route in Hope, 
Ark. Good v«i>'.ja!, order business 
with earnings ov>jr S40 ptr week. 
Write C-'H.Woricv, 70 West Iowa 
Avenue, Me'mohii, Term 8-17-20- 
3t. 
. 


FOR SALE 


FOR SALE—00 acres 2 miles of 


corcopate limits with modern 7 
room house, good well on screened 
porch. Large dairy barn, modern 
chicken houses and other outbuild- 
ings. 
God pasture 
with 
spring 


•water. 
Well fenced 
with 
cross 


fences. 
Good young rochard. $40 


per acre. Improvements worth the 
money. Bridewell & Henry. 


FOE SALE or trade—Four good 


hound dogs. What have you? L. C. 
Somervillc, Phono 815-J 
234-ltc. 


LOST 


LOST—Pocketbook, 
containing 


$6.80 and reciepts; between Hope 
Retail Lumber Yard and 314 Maple. 
Gharlcs Pearson 
223-2t 


~~CHASE &~SANBORN coffee. It's 
better. 
Middlcbrooks 
grocery. 


234tf-c 


Mrs. M. V. Scoles 
left 
this 


morning for Fort Worth, where she 
will join her son, W. H. Eason and 
family, for a vacation trip through 
western Texas and into New Mex- 
ico. The party expects to be away 
ome two weeks. 


0 


John Fitzsimmons, who used to 


bo around this neck o' the woods 
but who transferred himself up to 
Forrest City a few 
months ago, 


fonud the effete east to civilized 
for him and couldn't 
resist 
the 


tempation to come back about the 
time the first watermelons ripened. 
He's visiting here a few days, be- 
ing warmly greeted by a host of 
old friends who sincerely wish he'd 
come back for keeps. 


0 


Prosecuting Attorney Steve Car- 


rigan, in attendance at the cir- 
cuit court session in Prescott, re- 
ports that this week is quiet, only 
civil matters being heard. 
Next 


week the criminal 
docket will be 


taken up. Judge Arnold was se- 
lected by members of the bar to 
preside over, the term in the ab- 
sence of Judge McCollum who is 
ill. 


0 


Mrs. Berry C. Acker and daugh- 


ter, Mrs. Rene .Baker, and Little 
grand-daughter, Kathryn Ann, left 
this morning for Little Rock after 
a pleasant visit of several 
days 


with friends here. 


0 


Miss Dove Knotts and Mrs. S. L. 


Bracey left today for a visit 
to 


friends and relatives in Mena. 


Robert P. Holdsworth, professor 


0 


of forestry at the University of 
Arkansas, is here 
looking 
the 


country over with a view to the 
studying of forstry service, here. 
While in the city the professor is 
the guest of Mr. Stockdale. 


LEVINS — WILSON 


COTTON CLASS 


Our annual cotton class opened 


July, 8, to be conducted the usual 
three weeks. If interested, will be 
glad to have you call or write us. 


J. 'R. CRUTCHFIELD. 


233-3t-c. 


I 
Miss Grace Levins, of Washing- 


j ton, daughter of Mr. and Mrs. Bob 


j Levins, was 
married Wednesday 


to Joe H. Wilson, of Columbus, 
the ceremony taking place in the 
First Presbyterian church at Tcx- 
arkana, performed by Dr. Sleeper. 
Attendants were Miss Alice Citty, 
of Washington, and Joe S. Wilson, 
Jr., and Tom Scott, of Columbus. 


The young couple will be at home 


to their friends in Columbus after 
July 15. 


THE SHINING TALENT" 


(continued from page six) 


There was a moon that night.' 


A little bit of a baby moon, that! 
threw a dim and silvery light. \ 
And there were a lot of fireflies' 
that sparkled with 
10,000 
tiny: 


golden lights. 
j 


The astronomy professor look-; 


ed at the heavens and remarked, 
"A perfect nig'ht to study the 
stars." 
! 


But the professor was getting 


old. 
It 
was, pre-eminently, a 1 


night for love. 
; 


Jack and Molly paddled about 


until it was dark, eating san> ! 
wiches and playing' Molly's small 
phonograph . 
Molly even took 


a book from the picnic 
basket 


and read some of Oscar Wilde's 
verse. By that time it was dark 
and they drifted into the shadows 
that hugged the mossy banks, i 


"No use trying to get ashore,": 


Molly decreed. "That 
place i.v 


dated up for a week." 
: 


Jack drew the paddle into the 


canoe and lay down beside her. 
He put his arm beneath her head 
jitnd they lay quietly, studying; 
the stars. 
! 


"A student of astronomy com-' 


mitted suicide," remarked Jack.; 
"And before he died he wrote a j 
letter ending with this quota- 
tion : 


'What is it all but the trouble 


of ants, 


In the light of a million, mil- 


lion suns?' 


"Every time I see a heaven full j 


of stars I think of it Don't they, 
make you feel fearfully small and 
j 


unimportant, dear? 
And as if 
1 


your finest dreams and deepest, 
sorrows were insignificant as the! 
frettings of ants . . . 'in thej 
light of a million, million suns'?" 


Molly clasped her hands be- 


neath her head. 


"Oh, no," she said. 
"I don't 


like feeling small. I'd lots rath- i -—— 
er feel important. You know that | 
thing Emerson wrote: 
j 


"I am the owner of the sphere,; 
Of the seven stars and the sol- 


ar year. 


Girls, We Want Your Pictures—And Howi 


To date, only eleven of the 00- 


odd girls in the race for selections 
as Maids of the Melon Festival on 


Of Caesar's hand, and Plato s| August 8> have scnt in photographs 


brain, 
i |or usc in t^j,; newspaper prior to 


Of Lord Christ's heart, and lnc t).vtc ot- tnc eiosjng Of the cam- 


Shakespeare's Strain." 
paign. Those received have been 


Jack laughed. 
"Feel 
pretty son(, to the engravers and will be 


special, don't you?" he teased. 
published as soon as cuts are re- 


Molly snuggled closer. 
I ceivcd. 


"Well" she confessed, "some- 
Inquiries are being received at 


times I get off on a grand strain, i this office every day as to when 
and there's no holding me. 
I pictures of the various contestants 


think I'd like to be a great nov- 
appear— and that's something 


elist, or a playwright, maybe. Or j we'd like to know ourselves. Girls 
a poet, like Edna 
St. 
Vincent in the contest can help us im- 


Millay, and 
write 
verse 
that 


sings and sparkles." 


Jack whistled softly. 
"My gosh," he 
asked, "and 


who's going to drop my eggs and 
broil my bacon, while you're writ- 
ing this stuff 
that 
sings 
and 


sparkles?" 


Molly pushed him away and 


held her head from his should- 
er. 


"That's just it," she said, and 


considered the stars 
solemnly. 


"Being a poor man's wife might 
cramp my 
style, 
mightn't it? 


Frying bacon is fearfully dull." j 


"Dearest!" . . . 
Jack putj 


his lips against the fragrance of j 
her hair. "You didn't mean that] 
Molly? Tell me you didn't mean 
it, Sweetheart." 


mcnsely by 
sending 
in 
pictures 


now. It need not be an expensive 
photograph—jt(st a plain black- 
and-white gloss print wil be fine, 
ami every effort will be made to j 
sec that the photo is returned un- 
damaged. 


If you don't have a photo, girls, 


just mention that fact to the young 
fellow who has one of you—-you 
know, the chap you gave a photo- 
graph to not long ago? 
.hist bor- 


row it from him for a short imic, 
though you needn't mention that t<> 
us unless you like. But please feet 
the picture in as soon as possible. 


j 
She raised her arms then, and 


; filing them about his neck. 
| 
"Oh, Jack! Jack!" she cried. 


i "Marry me 
tomorrow 
darling, 


and I'll never, never talk that way 
again! I don't care, clearest, how 
poor we arc." 


(To Be Continued) 


New Yorker May 


Be Board Member 


Ladies Specialty Shop 
. 
~ . 
* 
Exclusive But Not Expensive 


TTTTTTTTTfiI 
* 
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CENT 


Started Todays-Lasts Five More Days 


Former State Of f i c i a 1 


May Be Given Place 


On Farm Board. 


WASHINGTON, July 1.—MV- 


Chas. A. Wilson, former agricul- 
tural commissioner of the state of 
New ork, is being seriously con- 
sideral by President Hoover for a 
place on the farm board.... 


Wilson has been 
recommended 


by numerous individuals and organ- 
izations for board membership. Me 
operates a farm near Rochester, 
N. Y., 'nad should he he given a 
place tho appointment of a spokes- 
man for the wheat belt would close 
the hoard's personnel. 


Secretary Hyde, an 
cx-oft'icio 


member of the board, is in the mid- 
die west looking over the- situation 
with a view to selecting a suitable 
man. 


HANKS DISTRIBUTE 


(Continued from page 1) 


graph on bills of several different' 
denominations. 


Portraits of the following are en- 


graved 
on these 
denominations; 


Washington, $1, Jefferson, $2; Lin- , 
coin $5; Hamilton ?10; Jackson $UO 
Grant $50; Franklin, 
$100; 
iVIc- 


Kinley, $500; 
Cleveland, 
$1,000; 


Madison, ?5,000; Chase, $10,000. 


Reliable reports were that the 


portraits of the last four noted men 
were not thumbworn yesterday by 
a mercenary public. Popularity of 
these four late dignitaries increas- 
ed greatly, is was said. 


Many virtues are claimed for 


the new bills; greater wearing re- 
sistance, 
more 
convenience 
for 


handling, less of a lump in a wo- 
man's stocking and equally as dif- 
ficult to hold. Also more credence 
is given because of the small size- to 
the well-known sport of fumbliny 
for the check. 


Actual size of the new bills is 


six and 5-1C inches by two 
and 


11-lfi. 


England and Russia 


To Resume Relations 


i 


You pay the regular price for one 
Dress, Coat, Hat or pair of Shoes, 
and you get another one of equal 
value for only one cent! 


Remember, only five more days to 
take advantage of this remarkable 


offer, 


Plenty of new styles in Presses and 
Shoes, 


Jf you don't need two garments of 
a kind, bring a friend or a neigh- 
bor, and take advantage of 
this 


saving. 


Florida Follows 


Alabama's Lead 


Two Banks 
In Deland 


Close Doors, Following 


Other Crashes, 


W 


DELAND, Fla., July 11. (/Pj— 


Thti Volusia Hank & Trust 
Co., 


oldest financial institution in the 
county failed to open its doors at 
nine, o'clock this morning and an 
hour later the First National bank 
followed suit. 
Dr. Lincoln Hulley, 


president of Stetson 
University 


here, was recently c'clcted 
|>resi- 


(lent of the Volusia Bank <Si Trust 
Co 


The First .National, oniv other 


bank in the city, closed its doors 
a few minutes after ten o'clock, 
following a heavy run. A notice 
placed on the door s;iid: "An un- 
uiUic-ipaVe.d run 
exhausted 
the 


supply of cash on hand and nec- 
i.'.isitatvfl the suspension of busi- 
ness until the arrival of federal 
reserve bank authorities." 


Baseball umpires were first in- 


troduced in 1879 
and 
necessity 


shortly mothered the invention of 
pop bottles. 


LONDON', 
July 
11.—{/Pi—The 


first step toward the resumption 
of relations between Great Britain 
and Soviet Russia it is .stated in 
well informed circles 
would 
be 


taken this week by way of a com- 
munication from the British to the 
Soviet pnvernmnnt. 


It is hoped the communication 


will he received in time for Rus- 
sian representatives to 
come to 


London within a month to discuss 
matters of supreme importance to 
both nations. 


Recruiting Officer In 


Hope for Short Time 


Sgt. C. C. Leather, 
recruiting 


service, has opened an office in 
the postoffice building and will 
hero several days. 


The sergeant will he glad to ad- 


vise with any young man desir- 
ing to enter the service, giving him 
all information possible. 


m 
M 


The 


Value - First 


Stores 


15 


Stores In 
Arkansas 


Do you read our ads in the Star? We would like to know—So 


we're trying to find out with this 


It Works Like This! 


\\e ;ire probably tin- "Slur's" 
Inrifrft 
advertisers—and 
wi< 


have ol'lcn 
wondered 
just 


what percent of nur 
rlisto- 


ms'vs \vrr« brought 
ii> 
our 


Mure In reading our ads in 
this paper! 


Ridiculous Prices Just 


To Find Out 


Just limv many 
customers 


can In- brought in w i t h (his 
ad. 
Tli(; merchandise will 


mil In 
1 i>n display—you will 


have to ask to sec it nnd you 
can Iniy it. only with coupons 
and tlu> prici1 ((tinted. 


But Remember 


You must cut out tin- Coup- 
ons and present them when 
you make- 
your 
p^'chase. 


That is nur plan of finding 
out if our ads arc profitable-. 


TEST 


Friday and 
Saturday 
These "Ad-Test" 


prices will pack our store—If you read this 
ad! 


Fluffy 24x16 Full Size 


» 


Turkish Towels 


A splendid Turkish 
Hath 
Towel 


with fancy colored borders at an 
ama/ingly low price for Coupon 
Test llnvs! 
lOc 


Hand Made and Hand Sewn 


Nite Gowns 


Finest Porto Ilicnn Hand 
made 


and 
hand 
sewn 
Nile 
downs. 


Made, w i t h the skill of old world 
masters', 
.lust for Coupon 
Test 


Days! 
79c 


Don't Forget You Must 


The Coupons! 


To Take advantage of these lowest-ever prices. 


58x54 Hemstitched 
Table Cloth 


Hemstitched ami w i t h prclly 
colored borders. 
A .splen- 


did q u a l i t y Inslrci/cd Dam- 
ash. 
For Coupon Tc.st l)ay> 


onlv! 


Ifeauliful Sleeveless Uuvou 


Frocks 


Here are cool Uaynn 
Silk 


Frocks, 
cleverly 
I rimmed 


with fine organdy, sleeveless 
and in (he snufrt shades for 
Miinmer. 
Very special! 4-95! 


Men's Rayon Silk 
Union Suits 


A 
fine 
jersey-like 
Kayon 


silk I'nion 
Suit 
in 
pink, 


pcacli, blue and while. Smart 
and eool—ami 
comfortable 


Ion! 
Special! 


Here is a real value! 


Baby Pants 


Alade of finest light weight 
rubber, cement lurked seams 
and in pastel shade.-;. 
For 


Coupon Test. Day* only! lie 


These prices good only with Coupons. 


Genuine Esmond 30x40 


Blankets 


Leather Sole Ventilated 


Beautiful Baby Blankets in 
lilnc and 
pinli. 
Soft 
and 


f l u f f y , 
A special valuo for 


t'(iu|i(iu Test Days! 
59c 


Solid Color and Fancy 


Neckwear 


Our regular SI.00 group (if 
Hwgums nil-silk Ties in (In. 
1 


newesl summer patterns re- 
liiH-cd for this event! 


Sandals 


Kvcry man should 
buy a 


pair of these for Summer. 
Fine rubber heels ntul leath- 
er sole. 
Coupon Test Days 


Only! 


Linen and Broadcloth 


Wash Suits 


Smart litlle Wash Suits "f 
Imported Linens and broad- 
cloths t ri mined 
with 
man-— 


nish novelty effects. 
Keg-J 


ular S2..I9. 
J. * 


These Coupons will tell the story. 


All Pure thread silk to-top 


Silk Hose 


.Ne'.se.sl narrow French heels 
in Ihis splendid Full Fash- 
ioned Silk Hose ollered dur- 
ing our Coupon Tcsl hays! 


Dolled and Checked pattern 


Dot Swiss' 


Nunn-Bush Up To $10 


Oxfcrrds 


A special 
group 
of 
Tan 


\iiiiii-llusli 
f)xf (,rds 
(and_ 


you know what llu-y are) of-C 
fcrcd for Coupon Test Days IV* 


Back and White Sport 


Oxfords 


PLATE LUNCH 


plenty of vegetables 


25c 


M O R E L A N D ' S 


666 


ij> H Prescription 
for 


Colds, Grippe, Flu, Den- 
gue, Bilious fever, Malaria 


It is the most speedy remedy 


known. 


Fancy 
pullevn.-, 
on 
iighl 


grounds make 
this 
fabrh- 
A special group of 
smart 


Sport Oxfords at Ihis extra 
special 
price 
for 
Coupon 


Test j|tyi, ( i n l y ; 
4-79 


